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Virginia Architects 
Do It Better 


Tue CUTBACK IN BUILDING construction during the past several years 
has greatly reduced the amount of business for many of the nation’s professional 
design firms. While tight money and the recent recession have accounted in large 
part for this decline, overbuilding in some areas has also had a part in todays drop 
in construction. 

And what about Virginia? The economic outlook for Virginia's design 
professionals is varied. Economic recovery has been slow with slight increases in 
the Washington, D.C., and Richmond areas, but the forecast for 1977 includes a 
bottoming out and a slight improvement. If the future is to be bright for design 
professionals in Virginia we must examine our circumstances and then take appro- 
priate action. 

One of the most important of these circumstances is the matter of out-of-state 
architects doing work in Virginia. Each year millions of dollars are paid in fees to 
out-of-state design professionals for the design of projects which will be 
constructed in the state of Virginia. A number of State of Virginia agencies have in 
the past used out-of-state design professionals when competent talent was 
available in state. In the case of the VCU (Medical College of Virginia) Hospital 
alone, a projected $3 to $4 million in fees will be added to the nearly $2.3 million 
already commissioned or paid to out-of-state firms. In the downtown area of 
Richmond, projects completed or under construction designed by out-of-state 
architects and engineers over the thirty year span (1950 to 1980), have averaged 
over $20 million dollars in cost per year while the comparable figure for Virginia 
professions is slightly under $10 million. The current and projected ratio of work in 
the planning stage is 10 to 1 in favor of out-of-state professionals. 

These statistics are surprising since Virginia has competent talent to handle 
these projects. There are over 240 architectural firms, listed members of The 
American Institute of Architects, with over 250 offices in locations covering the 
entire state of Virginia. The trend, nevertheless, has been to go to out-of-state firms 
for the larger or more complicated projects and to use local firms on the smaller 
ones. For instance, in the past, the University of Richmond used local professionals 
on most of their work but recently have given nearly $20 million in projects to out- 
of-state architects — enough work to keep several local firms busy. 

Besides lowering employment for residents of Virginia (Principals, designers, 
technical personnel, inspectors, clerical personnel, etc. of local design firms), the 
work given to out-of-state design firms has further reduced the taxes that could 
have been collected from revenues generated had local firms been used. For 
example, Virginia State Agencies have paid approximately $2.8 million for out-of- 
state architectural and engineering firms since 1970. This means that 
approximately $100,000 in direct taxes (Continued on page 69) 
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WARREN J. COX 

In one sense, at least, the jurors of a 
national awards program have an easier 
task than those of a state or regional 
program: with almost equal justifica- 
tion, they can rate the submissions on 
either an (allegedly) absolute scale or 
simply against each other. The effect is 
generally the same. 

The jurors of a state or regional pro- 
gram must decide whether to simply 
compare the submissions and pick, for 
example, the ten best regardless of how 
they would stack up in other programs 
around the country, or they may judge 
on what they imagine to be a national 
scale, and, perhaps, have no premiated 
entries at all. 

We tried to effect a compromise and 
decided that the two categories, Honor 
Award and Award of Merit, should be 
for work we considered meritorious on 
national and local levels, respectively. 
Our lack of any Honor Awards for 1976 
is a reflection — obviously subjective — 
of our belief that while excellent as 
regional designs, none of the premiated 
designs were, say, National Honor 
Award material. I would be pleased to 
be proven wrong. 

Of the four Awards of Merit, two were 
for small and rather stylish — in the 
good sense — new buildings. One was a 
visitor's center, the other a boiler plant, 
normally unlikely candidates for design 
effort. 
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VIRGINIA SOCIETY, AIA AND 
VIRGINIA MUSEUM AWARDS — 1976 


The other two awards were for preser- 
vation. In the case of the moved general 
store, it was carefully and sensitively 
resited. Little else was done, and little 
should have been done. We called it 
restraint. The architect later called it 
lack of money. A magnificent cast iron 
facade in Richmond received the other 
award in this category, in this case 
restored with some real effort and taste. 
Here again, little work was done inside 
because it is a rental office building, but 
most of what was was handled with a 
certain pleasant relaxation. 

As a side note on the preservation 
category, I might point out that Bill 
Turner and I believe that while one can 
get credit for simply preserving an 
endangered first class building, the 
refurbishing or remodelling of a non- 
endangered major monument must 
stand entirely upon how well it is done. 

In the case of the new buildings, there 
were several where we simply 
questioned the appropriateness of the 
building, being what it was where it 
was. We refused to accept the building 
on its own terms. Fairly or unfairly. 

Among the unpremiated entries were 
several which revealed good intentions, 
good ideas, or good detailing, but did 
not, in our opinion, show either all 
together or a satisfactorily resolved 
total building. Here, the attempt is to 
be encouraged. 

It was a privilege to be on the jury. 
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JURORS' COMMENTS 


WILLIAM K. TURNER 

Architects face many challenging 
questions in the pursuit of contempora- 
ry practice. Where to build? Where not 
to build? What materials are 
appropriate and what will be their 
properties in the anticipated life span of 
the structure? How to deal effectively 
with the speculative and corporate 
client? 

In spite of the difficulties inherent in 
the search for answers to these ques- 
tions (and many others), the American 
architect has achieved a high standard 
of how to build. But the deft manipula- 
tion of space, the rational organization 
of function, and our customary 
technical competence are qualities that 
far exceed our collective abilities to 
decide what to build, how to site what 
we build and most importantly, how to 
deliver a humane and sensible environ- 
ment for this society. 

Accepting the state of the art, this 
juror attempted to place within a 
national perspective the identification of 
those projects to be honored. The 
decision to offer Awards of Merit 
recognizes that the architects in the 
state of Virginia who offered projects 
for review in 1976 meet the general 
standards any juror should accept and 
might anticipate. I, personally, was 
most appreciative for this. It made the 
task of selecting the exceptional more 
difficult and more of a challenge. 

One quality I found in all premiated 
projects was that of obvious restraint by 
the architect. What I mean by this is the 
ability of the designer to decide how 
much to do. Another way to look at the 
question is how little must be done to 
meet the programmed goals and then 
ask the question: "Is it right — right 
size, right form, right environment, et 
al.?" It is this question that I urge the 
profession nationwide to give the most 
careful and thoughtful consideration in 
the immediate future. 
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BALLOU AND JUSTICE — ARCHITECTS/ENGINEERS 


RESTORATION AND ADAPTATION OF 


THE ROTUNDA, UNIVERSITY OF VIRGINIA 


PROFESSOR FREDERICK D. NICHOLS, FAIA 
HISTORICAL CONSULTANT 


LEO T. GRIFFIN, Consulting Engineer, Electrical 
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You START 4A restoration 
project from the beginning — and 
what is left of that beginning. What 
wealth of "beginning" we have with 
Rotunda; Mr erson's origin: 
drawings original “5 
including an estimate of the number of 
bricks required; his correspondence 
with Dr. Thornton and Benjamin 
Latrobe, which produced the concept of 


the Rotunda as the capstone of his 
academical village composition; his 
books of Palladian Plates, from which 
he derived his classical forms and 
details; his instructions to Mr. 
Brockenbrough, the Proctor of the 
University overseeing the construction; 
his orders for stone, bricks, ornaments, 
paint and other materials; the detailed 
rendering painted by his daughter, 
Cornelia. To supplement these 
documents, there exists an extensive 
record of drawings and engravings 
made by current artists during the early 
years of the Rotunda's life, and, from 
the middle of the 19th century on, 
many, many photographs of the build- 
ing, in its glory and in its despair. 

Then, of course, there is the Rotunda 
itself, its exterior basically intact after 
150 years of modifications, ranging 
from inevitable roof repairs through a 
cataclysmic conflagration to a major re- 
modelling. Through all of this, Mr. 
Jefferson's basic concept, the spherical 
structure dressed in classical garb, 
remained. Seldom is such documenta- 
tion available to the restorer. 


And yet, when you sort it all out, and 
piece it together, and these facts add up 
to this conclusion, and those total up to 
another, then the detective work has to 
begin and sooner or later you are faced 
with the question, "What would Ae 
have done?" 

For despite all the fine documenta- 
tion, there were gaps. Exterior 
photographs and drawings abound; 
only a few interior photographs have 
been found, pertaining almost ex- 
clusively to the Dome Room. Detailed 
descriptions of the entablature in one of 
the Oval Rooms, including full size 
patterns for the modillions, a reference 
to a specific plate of Palladio and an 
itemized order to Philadelphia for 
ornamentation, are at hand — but for 
which Oval Room? And what of the 
other rooms? 

Evidence was uncovered of the exis- 
tence of an original spiral staircase in 
one corner, extending only from the 
Basement to the First Floor — but not 
beyond. How did one get from the main 
level of the Dome Room to the two 
Galleries above? How were the 
bookcases arranged on the Galleries? 
Photos indicate that in the later years of 
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its original state, the Dome Room was 
lit with gas lights and still later with 
electric lights. How did Mr. Jefferson 
light the Rotunda? 

Poor Mr. Jefferson. His successors 
have been second-guessing him on the 
Rotunda ever since he died, shortly 
before final completion of the building. 
We know he had problems even before 
that, for he gave instructions to apply a 
new tin roof over the initial leaking one 
and to whitewash the walls to cover the 
poor plaster work. The roof continued 
to give trouble for in photos we see that 
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PLANS 


AND 


SPECIFICATIONS 


+ INFORMATION CONCERNING DIMENSIONS 
MATERIALS WERE DEVELOPED PROM MP.) 
WAND WRITTEN SPECIFICATIONS (REPRODUCED AT LEFT) 
AND ORIGINAL DRAWINGS (REPRODUCED AT ESTO 
OF PANEL) AS WELL AS MEASUREMENTS OF TWE 
BuNDING ITSELF, 


+ DETANS WERE DERIVED From PLATES, М SHOWN 
Қалам, "ом Books То WHICH ME. JEFFERSON, 
MADE REFERENCE IM NOTES AMD COREESPONDENCE, 


the steps were removed (did they rot 
out?), the skylight was replaced with a 
cupola (did the skylight leak?), which, 
in turn was replaced with another 
skylight (to let in more light?) which in 
turn was replaced with still another 
cupola (too much light?). The fireplaces 
failed to provide sufficient heat and 
smoked (flues too small?), so after the 
first winter of use, stoves were installed 
in the Oval Rooms with suspended 
stove pipes running to the chimney 
breasts and ventilating chimney pots 
were placed atop the flues. 
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But the major “what would he have 
done's" fell to the architects who have 
worked on the Rotunda since Mr. 
Jefferson’s time. The first was his 
protege’, Robert Mills. Commissioned 
to provide an annex on the north side, 
he opted to repeat the south portico as a 
connecting link to the new structure, 
which took the form of a long rectangle 
continuing the portico's profile. Alas, 
this proved to be the Rotunda's 
undoing, for the disastrous fire of 1895 
which started in this annex, spread to 
the wooden dome through the pediment 
of this new portico. 

Then Stanford White, selected to 
restore the Rotunda after the fire, chose 
to alter the interior by making the 
Dome Room two stories high, omitting 
the First Floor Oval Rooms. "If he 
could have, this is what Mr. Jefferson 
would have done" White said, in justifi- 
cation of his bold revision of the 
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original scheme. And so it remained for 
almost another 70 years, serving 
admirably as a library for over half that 
period, but seeing only vicarious uses 
unrelated to its original intent in latter 
years. 

But other of White's touches were not 
as detracting. He restored only a 
portion of Mills’ north portico and 
replaced the Annex with a monumental 
staircase leading up from Main Street 
and he repeated Mr. Jefferson's two 
one-story wings spreading out from the 
south portico, on either side of his new 
portico and extended the Lawn 
collonades to connect the ends of these 
wings, thus forming enclosed courts on 
either side of the central structure. 
enhancing the whole of Mr. Jefferson's 
original "Village" composition. But 
perhaps his most important contri- 
bution — at least so far as subsequent 
work was concerned — was his 
Guastavino tile dome, which replaced 
the burned-out wooden original. The 
present Dome has an inner and outer 
shell, each independent of the other, 
each made up of three layers of one- 
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inch thick hard clay tile set in a good 
cement mortar, completely sound, and, 
barring any mishap to the walls below, 
good for another century or more of the 
building's life. White chose not to 
duplicate the profile of Mr. Jefferson's 
steps at the base of the dome; instead, 
he applied a Renaissance treatment. 
using a softer tile, which was 
deteriorating, so his broad steps have 
been removed and replaced with the 
original profile in concrete. White's 
skylight had been made larger than Mr. 
Jefferson's original; he apparently felt 
the grander scale of his high Dome 
Room warranted this increase. The 
current oculus has been returned to its 
original size. 

In 1970, we were directed to restore 
the Rotunda to its original interior con- 
figuration and adapt it for viable 
University use consistent with today's 
needs. Because of the aforementioned 
surfeit of documentation, there was left 
little of the “What would he have 


done?” so far as basic concept—or the 
treatment of the Dome Room — was 
concerned. The needs for modern-day 
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use dictated that modern materials and 
methods be used in the work; this has 
been accomplished with little detraction 
from original appearances. The 
“intrusions” of safety and comfort 
features such as steel framing, sprink- 
lers, acoustical treatment, air 
conditioning, plumbing, and lighting 
have been blended with Mr. Jefferson's 
design unobtrusively. In the course of 
our research, and as uncovered during 
the stripping-out of White’s work, it 
was discovered that both Mr. Jefferson 
and White deviated from their 
respective initial plans — apparently as 
a result of "job" conditions, or the 
client's whims. Ah, well, the more 
things change, the more they stay the 
same. 

Nevertheless, in putting the project 
together we had very few “as he might 
have done its.” The photographs of the 
original Dome Room were ample guides 
for detailing, especially since some were 
almost — '"head-on," permitting 
reasonably accurate scaling. This was 
aided by the Galt statue of Mr. 


(Continued on page 61) 
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I. J. LONG 
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KDA, INC — ARCHITECT 
COLVIN RUN PARK GENERAL STORE 


RESTORATION, PRESERVATION AND RECYCLED USE 


FAIRFAX COUNTY PARK AUTHORITY 
Owner/Landscape Architect 

JOHN LAWRENCE & ASSOCIATES 

Consulting Engineer, Mechanical/Electrical 
FORTUNE, DOWNEY & ELLIOTT, LTD. 
Consulting Engineer, Structural 

SUBURBAN CONTRACTORS, INC. 

General Contractor for Moving & Restoration 


Photography by THE ARCHITECT 


The Fairfax County Park Authority received a HUD grant 
to provide restrooms for the County Park at Colvin Run Mill. 
The project had originally involved a newly restored mill and 
miller's house which had recently been completed. The archi- 
tects were also requested to assist in converting the stable 
area to a workshop for restoration maintenance work and 
provide a lean-to for blacksmith exhibitions and a covered 
(but open) display of Miller's Wagons. In addition, the 
"Johnny-on-the-spots" needed to be replaced by modern 
restroom facilities with handicapped access. 

Working with the Park Authority and a sewer consultant, a 
plan for moving a general store, owned by the Park 
Authority. to newly acquired land for additional parking was 
worked out. The toilets were concealed in the rear storage 
area of the old general store which was moved intact to the 
new site. 

Following restoration of the interior, the Park Authority ac- 
quired items for display and special items for sale in the 


post office, | 
Ug aaa = | 
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CLARK, NEXSEN AND OWEN — ARCHITECT 
LYNCHBURG PUBLIC HEALTH CENTER 


FRAIOLI-BLUM-YESSELMAN ASSOCIATES, INC. 
Consulting Engineer, Structural 


ANDREWS, LARGE & WHIDDEN, INC., General Contractor 


Interior Design by THE ARCHITECT 


Now under construction, the new 
Health Center will provide a much 
needed facility for the Lynchburg area. 
Situated adjacent to the Lynchburg 
General-Marshall Lodge Hospital in 
the geographic heart of the city the 
Center will provide full service facilities 
as are indicated in the pictured floor 
plans. 

Materials for the building were 
chosen for their visual appeal, low 
maintenance and initial cost. The 
exterior of white cast-stone window 
panels, white split-fluted concrete block 
and a battened mansard roof with sheet 
metal covering the color of light bronze. 
All other visible exterior metals such as 
doors, windows and frames will have 
the same light bronze color. The main 
flat roof deck is covered with built-up 
membrane 20-year bonded roof. 

Because of code use group 
classification, protected noncombustible 
construction will be used. Steel frame 
and bar joist construction was chosen, 
again, for its low initial cost. Drywall 
partitions, using metal studs, were 
selected for their noncombustible 
qualities and future flexibility. 

The air conditioning system is a dual 
duct, high velocity system utilizing an 
electric centrifugal chiller and an oil 
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fired hot water boiler. The system has 
an economizer cycle and utilizes the 
lighting fixtures for supply and return 
of conditioned air. 

Andrews Large & Whidden, Inc., 
Farmville, is the general contractor. 

Subcontractors & Suppliers 

From Richmond are: E.S. Chappel & 
Son, Inc., caulking; O'Ferrall, Inc., 
resilient tile; Miller & Rhoads, carpet; 
Chapman & Martin, Inc., painting con- 
tractor; Modern School Equipment, 
specialties; and, Hungerford, Inc., 
plumbing/heating/ventilating/air con- 
ditioning contractor. 

Others were: Falwell Excavating Co., 
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Inc., Lynchburg. excavating; Bat 
Masonry Co., Inc., masonry contractor 
& stonework contractor; Augusta Steel 
Corp., Verona, steel supplier; Rocco 
Glass Co., Harrisonburg, glazing con- 
tractor & storefront; Acoustical 
Services, Inc., Salem, plaster contractor 
& gypsum board contractor; Oliva & 
Lazzuri, Inc., Charlottesville, ceramic 
tile & terrazzo; Acoustical Services, 
Inc., Salem, acoustical treatment; 
Westbrook Elevator, Danville, eleva- 
tors; C.L. Ray Jr, Inc., Daleville, 
electrical contractor; Orkin Exter- 
minating Co., soil poisoning; and, 
Custom Fence Co., Chester, guard rail. 
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GROUND FLOOR PLAN 
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ARCHITECT/ENGINEER 
FIRE STATION #1, NORFOLK 


FIRE DEPARTMENT HEADQUARTERS AND EMERGENCY OPERATIONS CENTER 


VANSANT & GUSLER, Consulting Engineer, Mechanical/Electrical 
BALDWIN & GREGG, Consulting Engineer, Civil 
CONRAD BROTHERS, INC., General Contractor 


STUDIO ІШ, Photography 


Loca TED IN AN urban renewal 
area of downtown Norfolk, this building 


provides facilities for Fire Station 
Number One, housed in the ground 
floor, the Fire Department Admin 


istration and Fire Prevention Bureau 


on the second floor and Civil Defense 
and Emergency Operations Center, as 
well as the major mechanical spaces, lo- 
cated below the ground floor in a 15.000 
sq. ft. basement space. 


The restricted site and traffic pattern 
requirements for the firefighting equip- 


DUDLEY MORRISETTE CEDERQUIST AND ASSOCIATES 


ment necessitated major function loca- 
tions for Fire Station Number One, and 
due to zero side-lot conditions, required 
the setback of the second story on the 
west side, forming a terrace and window 
area for the office facilities. 

Technical problems of a deep base- 
ment in a high water table area were 
solved in order to provide the Emer- 
gency Operations Center in a facility 
which met federal guidelines for fall-out 


resistance. 


NM 


The building is sheated in a warm 
grey brick, with black window frames 
and fascia and dark grey glass. Paver 
tiles and concrete edging lead to the en- 
trance and the transition between the 
building and the sidewalks is handled 
with cobblestone, retrieved from old ad- 
jacent streets. The one-story apparatus 
room, glazed in dark grey glass, con- 
trasts sharply with the brick enclosure 
articulating the functional nature of the 
different spaces. The apparatus room, 
with an exposed steel truss structural 
system, handles five lanes of vehicles. 

The entry condition is defined by two 
recessed areas sliced into the 45° front 
wall, which allows unobstructed vision 
for exiting fire trucks. 

The low entrance leads to the base- 
ment E.O.C., while the two-story en- 
trance leads to the elevator/stairwell, 
serving the second floor office space 
and the first floor station 
beyond. 

Conrad Brothers, Inc. of Chesapeake. 
was general contractor. 

Subcontractors & Suppliers 
(Norfolk firms unless noted) 

Welch Industries, Inc., Va. Beach. 
piling; Dee Shoring Co., Inc.. 
Richmond, concrete contractor; Read 
Steel Co. Inc., Chesapeake, rein- 
forcing; Sprinkle Masonry, Inc.. 
Chesapeake, masonry contractor; 
Weaver Bros. Inc. Newport News, 
millwork; Kitchen Towne, cabinets; 
Roof Engineering Corp., waterproofing 
& built-up roof; Herrin Bros. Erection 
Co., Inc., Portsmouth, caulking; and, 
PPG Industries, glass. 

Also, Seaboard Paint & Supply. 
hardware supplier; A.C. Gordon & Co., 
Inc., plaster contractor & gypsum 
board contractor; Ferrell Linoleum & 
Tile Co., Inc., ceramic tile, acoustical 
treatment, resilient tile & carpet; Liskey 
Aluminum, Inc., Baltimore, Md., 
special flooring; J.H. Steen & Sons, 
Inc., Portsmouth, painting contractor; 
Howard E. Marquart & Co., special- 
ties; Lyon Metal Products, Ince., 
Alexandr 
Electric Corp., elevators; Е.В. Sams 
Co., Inc., plumbing fixture supplier; 
Baker & Co., heating/ventilating/air 
conditioning contractor; Ocean Electric 
Corp., electrical equipment supplier & 
electrical contractor; and, Colorcraft 
Corp., photographic lab equipment. 


equipment; Westinghouse 
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CHARLES B. McELROY, AIA — ARCHITECT 
OUT-PATIENT CLINIC 


LOEST & STANLEY, Consulting Engineer, Mechanical/Electrical 
LUMSDEN & WILLIAMS, Consulting Engineer, Structural 
E.O. BREEDING, JR., INC., General Contractor 


Tuis CLINIC Building, located in 
Russell County Virginia, near the Town 
of St. Paul, provides office space for 
four doctors. Services are included to 
offer emergency treatment 
X-ray and 


facilities, 
and include laboratorv 
facilities. 

In addition to ambulance entry and 
waiting room space, full-time pharmacy 
service is offered. 

Building is steel-framed, walls are 
metal stud with vinyl covered gypsum 
wall surfa acoustic ceilings have 
been installed throughout. Exterior 
walls are brick with masonry back-up. 
with built-in cavity insulation. 

Roof is built-up, over light weight 
concrete slab. The building is cooled 
and heated by roof-mounted electric 
multi-zone Lighting is 
fluorescent. Complete intercom and 


units. 


nurses call system is installed. 


E.O. Breeding, Jr.. Inc. of Norton was 
general contractor and handled 
excavating, foundations, concrete work 
and carpentry. 

Subcontractors & Suppliers 

David Bros. Nursery, Rose Hill. 
sodding, seeding, etc. & landscaping; 
Jessee Paving Co., paving contractor; 
McClure Ready-Mix, McClure, 
concrete supplier; Buchanan Concrete 
Co., Clintwood, masonry supplier; 
Hamlin-Allman, supplier; 
Vulcraft, Florence, S.C.. steel joists; 
Industrial Decking & Roofing Corp.. 
Bristol, steel roof deck, other roof deck, 


steel 


built-up roof, roof insulation & sheet 
metal; W.D. Harless Co., Inc., Dryden, 
wall & foundation insulation & gypsum 
board Lockhard 
Manufacturing Co.. Charlotte, М.С., 
frames; Blue Ridge 
Abingdon, electrical 


contractor; 
metal doors & 


Electric, Inc.. 


contractor; and, Joe Rainero Tile Co., 
Inc., Bristol, ceramic tile. 

Tennessee firms were: Engineering 
Sales, Bristol, miscellaneous metal; City 
Lumber Co., Knoxville, millwork, 
cabinets, wood doors & windows; B.J. 
Church Co., Inc., Johnson City. 
caulking, painting contractor & special 
wall finish; Holston Glass Co., Inc., 
Kingsport, glass & glazing contractor & 
The Goode Co., Bristol, 

supplier; Abernethy 


storefront; 
hardware 


Mechanical Contractors, — Inc., 
Kingsport, plumbing contractor & 
heating/ventilating/air conditioning 


contractor; and, Belew Sound & Visual, 
Bristol, nurses' call system. 

Others were: Allied Lead, Inc.. lead 
lining; American-Standard, plumbing 
fixtures, Lithonia & Prescolite, lighting 
fixtures suppliers; and, General 
Electric, electrical equipment supplier. 
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WAYNE INSULATION 


W. М. Wart ow, Prop 
Home—ComMERCIAL—INDUSTRIAL 
New & Old Construction 


OWENS-CORNING 


WICOR 
" WATERPROOF 
FIBERGLAS UNDERGROUND 
TM REO US PAT OFF INSULATION 


Homes SPECIALISTS 
INSULATED From In Pire 
Craw Space Borer & Duct 
To Artic Coverincs 


Free Estimates—Work Guaranteed 
FINANCING ARRANGED 


Phone 703-971-6770 
If No Answer Call 536-8359 
5508 Vine Street 
ALEXANDRIA, VA. 


E. B. SAMS 
CO., INC. 


Plumbing — Heating 
Air Conditioning 


Sheet Metal Work 


COMMERCIAL — INDUSTRIAI 


Phone 804-627-5671 


510 W. 24th St 


NORFOLK. VIRGINIA 


REWINDING 
"REPAIRING 


& SMALL MOTORS 
pP 5 NTROLS 


HINE SHOP 
I 
ХЕ STATION 
= - T NIGHTS 
703-632-3657 NIGHTS 
J. H. PARRISH С. Н. Scearce 


Jones Electric Repair Co., Inc. 
107 COLLEGE MARTINSVILLE, VA 
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Fischbach & Moore Inc. 


Electrical Contractors 


P. O. Box 458, Mechanicsville, Va. 23111 


Commercial - Industrial - Institutional 


(804) 746-0746 


TROU 


ШТОМ. 


3015 DUMBARTON ROAD. RICHMOND, VIRGINIA 73228 1804) 262.6595 


ULTRA WALLS 


MOVEABLE PARTITION 


VAUGHAN WALLS’ 


MOVABLE WALL FLEXIBILITY/PERMANENT WALL APPEARANCE 


H L BIRUM 


SYSTEM-COMBINING 
AND MOBILITY 


PLENAIR 
QUIET 


LANDSCAPE 
EFFICIENCY 


PARTITION 
WITH BEAUTY 
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GLAVE, NEWMAN, ANDERSON AND ASSOCIATES, INC. — ARCHITECT/ENGINEER 
THE IRONFRONTS 


W. J. DAVIS & ASSOCIATES, Consulting Engineer, Structural 
HEYWARD CONSTRUCTION CO., INC., General Contractor 
W.C. NEWMAN, ПІ, Photography 


THE IRONFRONTS were among 
the first buildings to be built in Rich- 
mond's Business District after the fire 
of 1865. The front, manufactured by 


the Heyward and Bartlet Foundry of 


Baltimore, was applied to the front 
series of four quite typical speculative 
buildings. The upper floors of the 
buildings were abandoned thirty to 
forty years ago, but the lower floors 
were rented until the late 1960s. 

The new work is of two parts, the 
restoration of the facade, returning it to 
its 1866 state. and the total renovation 
of the interior. The four buildings were 
united with common elevators, lobby 
and fire stairs. 


SUB-BASEMENT 


SECOND FLOOR 


жа 
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The cast iron of the facade on the first 


floor had been removed in the course of 


à series of alterations. The missing 
portions of the facade were recast and 
replaced. 

A new two-level lobby opened up the 
lower level of the building making it 
available for commercial use. 
Throughout the building, decayed 
plaster was removed from the brick 
bearing walls and from the ceilings. 
Closed skylights were replaced with new 
skylights and the wood structure was 
reinforced with steel in key locations, 
and was sheathed in gypsum board to 
provide fire protection. The entire 
building is fitted with sprinklers. 


JL 


BASEMENT 


THIRD FLOOR 


FEBRUARY 1977 


The building is on the National 
Register of Historic Places. thus certain 
variances permissible for historic 
structures were used, as a six level wood 
frame building is not permissible under 
current codes. 

The building functions as a typical 
speculative office building with all the 
economic constraints to that building 
type. The interiors were controlled by 
individual tenants and vary widely with 
mouldings and chair rails used in some 
offices and exposed duetwork and open 
planning used elsewhere. The only 
constant is the exposed brick and 
repetitive pattern of arched windows. 

Structural details include, masonry 


FIRST FLOOR 


FOURTH FLOOR 
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ELIZ JONES BAXTER 
REAL ESTATE 


We Do Not Handle Rental Property 
Specializing In Country Properties 


RESIDENTIAL & COMMERCIAL 


Call 898-1440 
100 Harrison Rd., Fredericksburg. Va. 


| 


Westbrook Elevators 
9 Passenger Elevators 
e Residence Elevators 
e Freight Elevators 


* Dumb Waiters 


"Many hundreds of 


Westbrook Elevators 


in use throughout the South" 


Westbrook Elevator 


Danville Industrial Park 
State Highway 729 
Danville, Virginia 

Zip 24541 


Phone 792-7234 


COSTEN 
FLOORS, 
INC. 


St. Reg, #7013 


We Furnish 
Install & Guarantee 
Hardwood Floors 


° STRIP ° PARQUET 
% GYMNASIUM 
& 
* PORTABLE FLOORS 
Call 804-264-2996 
Telegraph Rd. & U.S. #1, North 
Richmond, Va. 


| 
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HEYWARD 


CONSTRUCTION COMPANY, INC 


GENERAL CONTRACTOR 
INDUSTRIAL 
COMMERCIAL 


RESTORATION 


RECYCLING 


PHONE 
804/782-9661 
ST. REG, /A 13477 


POST OFFICE BOX 12466 
11 NORTH MADISON STREET 
RICHMOND, VIRGINIA 23241 


= 


J. E. SEARS & COMPANY, INC. 


MANUFACTURERS AND DEALERS IN BUILDING MATERIALS 


Mill Work 


Phone 3: 


Ready 


Mis Conerete 


P.O, Box 576. Appomattox, Ма, 24522 


HESSE & HURT, INC. 


Paint contractors for 57 years 
Specializing in glazed coatings, 
wollcovering and pointing. 


Ben Eubank 
123 West Luck Avenve 
Roanoke 342-4645 
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BEN EUBANK ASSOCIATES 


INTERIORS 


The design end of the business 
2. working with the architect 
early on the job . . . an excellent 
source of exciting new materials 

and design ideas. 


109 West Luck Avenue 


Roanoke 344-2814 


Founded 1878 


ee 


to tell the Virginia Story 


bearing walls, wood frame floor system, 
heat pump and moduline A/C system, 
Heyward Construction Co., Inc.. of 
Richmond, was general contractor and 
handled carpentry and structural wood. 
Subcontractors & Suppliers 
(Richmond firms unless noted) 
Capital Concrete, foundations; 
Robert Willis, masonry contractor; 
Hanover Erectors, Inc., Ashland, steel 
supplier/erector; H. Beckstoffer's Sons, 
paneling; Miller Manufacturing Co., 
Inc., millwork; Weiler Insulation Co., 
built-up roof & roof insulation; 
Binswanger Glass Co., glass; and 


Pleasants Hardware, hardware 
supplier. 

Also, F. Richard Wilton, Jr. Inc.. 
gypsum board contractor & acoustical 
treatment; Stonnell-Satterwhite. Ine.. 
ceramic tile; Costen Floors, Inc., re- 
silient tile & special flooring; Frick 
Vass & Street, Inc, painting 
contractor; Dover Elevator Co.. eleva- 
tors; Va, Sprinkler Co., Inc., 
sprinkler contractor; and, Hungerford, 


shland. 


Inc., lighting  fixtures/electrical 
equipment supplier & plumbing/heat- 
ing/ventilating/air conditioning/electrical 
contractor. 


сі 


( 
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S. MICHAEL EVANS — ARCHITECT 
MOORE RESIDENCE 


D. WAYNE MOORE, Owner/General Contractor 
Photography by THE ARCHITECT 


THE LOW, FLAT NATURE of the land adjoining the 
lower Chesapeake Bay prompted the Moores to seek a high 
vantage point from which to experience the water views from 
their wooded site. The eastern view was of a small shallow 
creek, while the northern view of the Chesapeake was ob- 
structed on the ground level by low trees. 

This three-story, redwood contemporary is designed to take 
advantage of the site and its deceptive triangular plan 
emphasizes the view exposures. 

The hypotenuse of the triangular plan is the approach side, 
thus giving the impression of a “regular” plan and making the 
real plan a discovery while experiencing the interior spaces. The 
shed-roof carport on the entry side, brings the height of the house 
back down to scale and its 90” relationship to the hypotenuse 
gives further credence to the "regular" appearance on the 
approach. 

The two remaining sides of the triangle are view sides, each 
oriented to one of the two major views. 

The first floor contains a raised, high ceilinged, entry foyer, 
family room with exposed fir beams and fireplace, 2 bath, 
kitchen, sewing room, pantry, dining room with views in both 
directions, and a two-story living room space with exposed 
beams and wood ceiling. 

A wrap-around deck on the view sides of the first level 
provides large outdoor living and entertaining spaces, and 
the office at home with its separate entry for the attorney 
owner permits clients to visit without interrupting the 
family's lifestyle. 

The second floor is the children's level and has three 
bedrooms and two baths. An enlarged hallway that doubles 


as a play space overlooks the entry foyer and living room, so 
that parents can maintain hearing contact with the children 
while entertaining on the living level. 


The third floor is reserved for the master bedroom suite, 
bath and ‘crows nest” deck. 


The three-story height of the home is brought back down to 
scale on each side by lean-to shed-roofs and results (because 
of the triangular plan) in an overall "ascending pinwheel" 
effect. 


The master bedroom and “crows nest" rise barely above 
the tops of the low trees and provide the owners with views 
rarely experienced in these marshy flatlands. 


D. Wayne Moore the owner/general contractor handled 


Mee % - i 


ER ue {_  sodding, seeding, etc., landscaping and heating. 
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Subcontractors & Suppliers 

From Poquoson were: Harvey L. Brown, Inc., excavating, 
foundations, carpentry and gypsum board contractor; Enos 
Hogge, prestressed concrete; Sam Ferguson, painting 
contractor; W.A. Green, plumbing contractor; and, Harrell 
& Strang, electrical contractor. 

Newport News firms were: Benson-Phillips Co., Inc., 
masonry supplier; Peninsula Supply Co., handrails, 
structural wood & paneling; Rugland, Ltd. carpet; and, 
Centralite, Inc., lighting fixtures supplier. 

Others were: Kitchen Center, Hampton, cabinets; Bird & 
Son (Architect Series) roofing; Owens-Corning Fiberglas 
Corp., Toledo, Ohio, roof & wall insulation; and the 
following brand name products — "Peachtree" wood door, 
Andersen Perma-Shield® casement windows & Kohler 
plumbing fixtures. 
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gas OFFICE, SOUTHSIDE STATION, 


WILSON-MORETH PARTNERSHIP, LANDSCAPE ARCHITECT 
WM. G. BRANDT, JR. & ASSOCIATES, INC., Consulting Engineer, Mechanical/Electrical 
DUNBAR, MILBY & WILLIAMS, Consulting Engineer, Structural 
WM. J. SCHMIDT & ASSOCIATES, INC., Consulting Engineer, Civil 
FRANK B. McALLISTER, INC., General Contractor 


HUFFMAN STUDIO, Photography 
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THE UNITED STATES Postal 
Service, in keeping with their design 
program for replacement of outdated 
branch postal facilities, desired the 
architect to design the Southside 
Station as a functional, non- 
institutional, light-industrial type 
building in order to provide good 
service yet keep construction cost down. 
The architect sought to keep the build- 
ing residential in character, yet set a 
relatively high tone of design expression 
as a public building. The result shown 
here was a building that-was con- 
structed $72,699.00 below the owner's 
budget, yet achieved all the owner's de- 
sired functional objectives. 

The site located in 
Richmond adjoining a residential area 
was zoned M-l, Light Commercial, 
with the provision that a 25 foot wide 
landscaped buffer zone be maintained 


. along the side of the site facing the resi- 


dential area. Even though the site was 
practically treeless, the plans main- 
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the City of 


tained the existing foliage within the 
design concept. 

To achieve this twin goal, inclined 
roof planes, brick and raised batten 
metal roofing were employed, these 
materials, textures and shapes being 
traditional in residential construction. 

To impart a degree of monumental 
public quality, a brown monochromatic 
color scheme, together with a repetitive 
geometric motif, was employed. The 
motif was tubular, either square or rec- 
tangular in cross section. It appears in 
the raised box battens of the metal 
roofing; in the colonnade of massive 
tubular steel columns supporting the 
canopies; in the tubular posts of the site 
lighting fixtures; in the rectangular 
window and door frames and in the 
three foot deep fascias, which make rec- 
tangular slabs of canopy and building 
roofs. 

To screen areas such as those for mail 
carrier vehicles, which might infringe 
upon the residential character of the 
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neighborhood, the architect replaced 
selected portions of the mandatory 
chain link security fence, with a brick 
wall, so that truck parking, employee 


EMPLOYEE PARKING | 


| А 
parking, maneuvering, and loading | d | Ц | 
docks were concealed. The remaining e| d 1 
chain link fence was provided with a ED - CANOPY ABOVE 
black vinyl coating to minimize its e “ге | 
visibility. HI 


The entire site was seeded and heavily \ 
planted with trees, shrubs and a ground 
cover of ivy or mulch to reduce main- 


| 

| 

| 

| 

| 

| 

and cooled by a fully concealed rooftop | 


tenance. 
The building is electrically heated | 
unit, connected to ducts above the T | NO V 
suspended acoustical ceilings. Lighting Жүк: ) Шы ^ | 
fixtures, typically fluorescent, ате sus- SITE PLAN To J | | 
pended flush with the ceiling plane. dU ya ) | 
The building contains 11,068 square x Š Z MEX 
feet of floor space and 3,422 square feet É E. xY | 
of canopies. It contains space for 48 N у 


employees, many who are mail carriers. 
The facility serves the southside area of 
the City of Richmond and replaced a 
structure on Hull Street that was sub- 
sequently purchased by the City of 
Richmond. 

Frank B. McAllister, Inc., of 
Richmond, was general contractor and 
handled excavating, foundations, 
concrete work and carpentry. 

Subcontractors & Suppliers 
(Richmond firms unless noted) 

Laird's Nurseries, Inc. sodding, 
seeding, etc., landscaping & 
landscaping contractor; Southern 
Asphalt Paving Co., paving contractor; 
Bowker & Roden, Inc., reinforcing; 
Lone Star Industries, Inc., concrete 
supplier; Daniels-Ingram, Ine., 
Petersburg, masonry contractor; 
Redford Brick Co., masonry supplier; ; 
Riverton Corp., Riverton, mortar; қ \ 
Holmes Steel Co., Ashland, steel 

(Continued on page 63) 
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Our 
2257 Twenty-fifth 
Anniversary Year 


L. F. MELLOTT, INC. 


ELECTRIC SERVICE CO. 


Service Integrity 


* Commercial Construction 
* Design Engineering 


* Energy Maintenance 


* Jobbing 


3826 South 4 Mile Drive 
Arlington, Va. 22206 528-7780 


= 


W. M. JORDAN 
CO., INC. 


Commercial — Industrial - Governmental 


St. Кец, #4636 


z> 


11010 Jefferson Ave. Phone 596-6341 


NEWPORT NEWS, VIRGINIA 23601 


JOHN W. DANIEL 
& CO., INC. 


General Contractors 
St. Reg. #2029 


Telephone 792-1111 
Р.О Вох 1628 


DANVILLE, VIRGINIA 24541 


— 5:5 
pov ник санны саны т. 
| | 
| . И 
| TUM, HC. | 
MIEL m, HV. | 
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N 

y Roofing and Sheet Metal | 
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| Contractors | 
| x 
) AIR CONDITIONING ) 
| HEATING — VENTILATING | 
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Phone 293-8177 
821 Albemarle 
P. O. Box 749 Charlottesville, Va. 
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FORREST COILE AND ASSOCIATES — ARCHITECT/ENGINEER 
WALTER REED MEMORIAL HOSPITAL 


GLOUCESTER'S new Walter 
Reed Memorial Hospital is a direct re- 
sponse to the area's long standing need 
for a regional medical facility. 
Currently under construction, this hos- 
pital will provide a wide range of health 
services, and will include such spaces as 
emergency treatment areas, a critical 
care unit, operating rooms, pathology 
laboratories, a radiological suite. 
physical therapy, respiratory care, and 
complete in-patient facilities. 

Walter Reed Memorial Hospital is 
being constructed as a satellite facility 
to Riverside Hospital, Newport News, 
Route 17 
Gloucester by-pass. It is a one-story 


and is located on near the 
structure with a central building of 
41,000 square feet and a 19,000 square 
foot patient wing, Provisions have been 
incorporated into the structure for fu- 
ture expansion of the patient wing, the 
operating room area, and other build- 
ing spaces, 

rhe remote patient wing is connected 
to the central building by a glass walled 


GLOUCESTER, VA. 


W. M. JORDAN CO., INC., General Contractor 
R. ANDERSON MOBERG, Photography 


corridor. The wing houses both double 
occupancy and private rooms which 
surround a center core of nursing 
stations. housekeeping rooms, and 
general examination areas. There are 
64 beds in the patient wing and an addi- 
tional seven beds in the critical care 
unit. 

This hospital includes complete 
dining facilities. Frozen food will be 
prepared at Riverside Hospital's new 
Central Production Facility in 
Newport News and shipped to Walter 
Reed Hospital for storage and final 
Laundry processing for 


Food 


preparation. 
this and other area hospitals will be 
provided by the new Central Hospital 
Laundry recently completed in Newport 
News for Riverside Hospital. 

W.M. 
News, 


Jordan Co., Inc. Newport 
is general contractor and is 
handling foundations and concrete 


work, : 
Subcontractors & Suppliers 


From Newport News are: C.A. Barrs 
Contractor, Inc., excavating, sodding, 


paving contractor; 


seeding, etc. & 


Glisson Masonry Corp.. masonry con- 
tractor & precast concrete contractor; 
Waterfront Lumber Co., carpentry 
materials, millwork & cabinets; and, 
L.C. Heath Roofing, Inc., built-up roof 
& roof insulation. 

Richmond firms are: Economy Cast 
Stone Co., 
J.B. Eurell Co., roof deck; Automatic 
Door Controls, sliding entrance; F. 
Richard Wilton, Jr., Inc., plaster con- 
tractor & gypsum board contractor; 
General Tile & Marble Co., ceramic 
tile; O'Ferrall, resilient tile; N. 
Chasen & Son, Inc., painting contractor 


precast concrete supplier; 


Inc., 


& wall covering; and, Tom Jones Hard- 
ware, Inc., hardware. 

Others are: Winn Nurseries, Norfolk, 
landscaping & landscaping contractor; 
Hall-Hodges Co., Inc.. Norfolk, rein- 
forcing; Rappahannock Concrete, 
Gloucester, concrete 
Structural Steel Co., 
joists; American Steel Products, Wood- 
metal; Walker & 


supplier; 


Roanoke, steel 


bridge, hollow 


(Continued on page 63) 
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THE VVKR PARTNERSHIP — ARCHITECT/ENGINEER 


WINTZ BROTHERS, INC., General Contractor 


J. ALEXANDER, Photography 


In EARLY AUTUMN of 1781, 
General George Washington, assisted 
by the Count de Rochambeau of the 
French Army and Count de Grasse of 
the French Navy, forced the capitula- 
tion of Lieutenant General Earl 
Cornwallis. On October 19th, the allied 
French and American forces accepted 
the surrender of the British troops in 
what was the climax of the last major 
British field operation in the American 
Revolutionary War. 

The place was Yorktown, Virginia, 
and the beginning of an exciting 
experience in the fight for freedom 
begins high above the York River at the 
recently renovated Yorktown Visitor 
Center. 

The National Park Service of the U.S. 
Department of the Interior, in antici- 
pation of the Bicentennial crowds and 
realizing the inadequacies of the 
existing Visitor Center, asked the 
VVKR Partnership of Alexandria, to 
design not only a remodeling of the 
building, but a total program im- 
proving visitor flow, as well as exhibit 
space, an additional auditorium, an 


YORKTOWN 
VISITOR 
CENTER 
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existing site plan 
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orientation area, and the necessary sup- 
port facilities, including an architec- 
turally appropriate footbridge across an 
historically significant roadway. 

The entrance plaza with its sculpture 
and quiet pool provides a transition 
from the expanse of the battlefields to 
the exciting interior of the exhibit 
building. The mood is set in the hall of 
flags, where sunlight streaming through 
the high clerestroy windows illuminates 
the rows of historic flags and draws you 
into the history of the battle. The hall of 
flags was utilized to act as a transition 
between the existing building and the 
new. 

Walk through the life size 
reconstruction of а portion of the 
British frigate, the Charon, housed be- 
neath a high concrete spaceframe 
ceiling which accents the quiet awesome 
mood of the cannons and bayonets. 
When you leave the ship, suddenly it is 
nighttime and you are looking at 
George Washington's campground and 
the tents in which strategy was planned 
200 years ago. 

Having completed your tour of 
displays. you move on to the battlefield. 
If you wish to tour by bus, a tour bus 
shelter has been provided at the exit. 

The exposed structural system is a 
unique concrete space frame which was 
introduced to provide maximum clear 
spans within a minimum depth. The 
pan forms of this system reflect the 
form of the building. The structural, 
mechanical, lighting and exhibit system 
have been integrated to increase the 
flexibility of the exhibit space. 

The exterior materials for the 
addition were chosen to blend with the 
existing structure by using a warm 
toned brick. 

The mechanical system is a constant 
volume system. Chilled water is 
provided by a reciprocating air cooled 
water chiller and hot water by an oil 
fired boiler. 

Extra insulation was installed in the 
new roof and wall construction and the 
rebuilt existing roof in order to combat 
thermal loss and conserve energy. An 
east orientation was chosen for the sky- 
lights of the theme orientation lobby in 
order to let in the maximum amount of 
sunlight with the minimum amount of 
thermal gain. 

The VVKR Partnership has made use 
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visit the camp night scene 


of barrier free design to assure the total 
accessibility of all facilities to the 
elderly and physically disabled. 

Upon leaving the Visitor Center, you 
are left with a better understanding of 
the beginnings of our nation. 

Wintz Brothers, Inc. of Philadelphia, 
Pa.. was general contractor and 
handled carpentry and structural wood. 

Subcontractors & Suppliers 

N.H. Ertl, Contractor, Norge. 
excavating; Tidewater Nurseries, Inc., 
Yorktown, landscaping; Turfco Lawns, 
Inc., Flourtown, Pa., landscaping; 
Hastings Paving Co., Inc., Lake Suc- 
cess, N.Y., paving contractor (special); 
Century Concrete Services, Inc., Va. 
Beach, concrete contractor; Hall- 
Hodges, Inc., Norfolk, reinforcing: 
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United, Inc., Grafton, masonry con- 
tractor; Va. Steel, Inc., Hampton, steel 
supplier, steel erection, steel roof deck; 
New Holland Planing Mill, Inc., New 
Holland, Pa., millwork & cabinets; E.S. 
Chappell & Son, Inc. Richmond, 
caulking; and, Richmond Roofing Co., 
Ashland, built-up roof. 


Also. PPG Industries, Norfolk, glass, 
glazing contractor, windows & store- 
front; Door Engineering Corp.. 
Norfolk, metal doors & frames, 
hardware supplier & specialties; Paul 
Plaster & Acoustics Co., Hampton, 
plaster contractor & acoustical 
treatment; Murdock Drywall Co., 
Hampton, gypsum board contractor; 
Pompei, Inc., Newport News, ceramic 


Š existing 
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tile; Carpet Installation Associates, 
Imc., Va. Beach. resilient tile (V.A.T.) & 
carpet; A.P. Perry & Co., Hampton, 
painting contractor; Scarborough 
Plumbing & Heating, Newport News, 
plumbing contractor; W. Cramer & 
Associates, Philadelphia, Pa., heating/ven- 
tilating/air conditioning contractor; and, 
Jack Numerof, Inc., Philadelphia, Pa., 
electrical contractor. 

Others were: American Seating Co., 
Norristown, Pa., auditorium seating; 
Morgan & Co., Philadelphia, Pa., flag 
poles; Cornell Iron Works, Inc., 
Wilkes-Barre, Pa., rolling grille; Bonitz 
All-Weather Crete Co., Greensboro, 
N.C., asphaltic concrete; Billy James, 
Hampton, floor tile; and, Chisman Co., 
Hampton, wire mesh. 
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C. W. HUFF, JR. — J. CARL MORRIS AND ASSOCIATES, INC. 


ARCHITECT 
ADDITION TO 


BETHANY PLACE BAPTIST CHURCH 


TORRENCE, DREELIN, FARTHING AND BUFORD, INC. 
Consulting Engineer, Structural 

Photography by THE ARCHITECT 

BARKER CONSTRUCTION CO., INC., General Contractor 


Tue BETHANY PLACE Baptist Church, located on a 
portion of the wooded site of 10 acres, now includes a new 
educational building completed in June of 1976. The 
congregation, with a current membership of 1,200, began 
nearly a hundred years ago in 1881, and is in its third lo- 
cation. 

Reflecting the fast growing community it serves, the church 
has expanded its facilities to accommodate 850 Sunday 
School members. At the end of its first year on Providence 
Road in 1971, there had been an increase in Sunday School 
membership from 100 to 500. 

The members originally intended to use the new building 
for grades one through high school and much needed offices 
and choir room space, but plans for many more programs 
have been incorporated. The church has a unique adult de- 
partment which it calls the Special Division for In-Depth 
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Bible Study. The courses taught within this department are 
under application for accreditation and will subsequently 
enable the students to receive college credits. Lectures on 
video tape by world-wide experts on religion are provided, 
and this will lead to an eventual expansion of their audio- 
visual room which is adjacent to the library in the new build- 
ing. 

The asphalt shingled roof, painted wood columns and 
cupola were replicas of the existing cross-shaped church. The 
Colonial shading of handmade brick and cream colored 
painted trim, cut and rubbed brick arches and French doors 
and windows at the porte-cochere are examples of the careful 
detailing that lends the gracious mansion-like appearance to 
the new addition. 


(Continued on page 64) 
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CRESS-RHODES AND ASSOCIATES — ARCHITECT 


WILLARD C. RHODES, AIA, Project Manager 


SOCIAL SKILLS BUILDING 


LYNCHBURG TRAINING SCHOOL AND HOSPITAL 


M. LYMAN JOHNSON 


Consulting Engineer, Mechanical/Electrical/Structural 
JOHN P. PETTYJOHN & CO., General Contractor 


Untit 1976, Lynchburg Training 
School and Hospital had no facility to 
provide occupational therapy and other 
much needed social skills programs to 
psychiatric and emotionally disturbed 
adult residents. The hospital can now 
provide these programs inside one of 
the most modern and well-planned 
psychiatric facilities in Virginia. 

Completed in January 1976, and 
occupied in March, the new Social 
Skills Building covers an area over 64.8 
thousand square feet and accommodates 
a total of 192 residents on eight wards. 
Including the terrace level, the building 
utilizes four levels, each designed for 
particular functions. 

The basic exterior construction is fire- 
proofed structural steel and block with 
brick facing. Outside walls are in- 
sulated between wythes with granular 
fill. 

Interior walls are epoxy masonry 
block with acoustical tile or hard 
plaster ceilings where needed. Floors 
are terrazzo tile, quarry tile, ceramic 
tile, or vinyl asbestos tile where each is 
appropriate. 


Entrance into the building on the first 
level reveals a large visiting area and an 
adjoining reception office. Other 
essential facilities on the first floor in- 
clude professional office space, a group 
therapy room, a physical exercise gym, 
classrooms with observation facilities, 
and a fully-equipped center for occupa- 
tional therapy. 

Hospital residents live on the second 
and third floors which have an identical 
floor plan. Each resident floor has four 
wards, and each ward has the same 
combination of living arrangements — 
from four beds per unit to single 
bedrooms. Room assignments depend 
upon the individual resident's condition 
and progress. As the resident improves, 
he is rewarded with an increasing 
degree of privacy. 

Visual supervision on each ward and 
each floor is carefully controlled. From 
the ward attendant station, the 
corridors, bedroom doors and day room 
are fully visible. From the nurse's 
station, anyone using the elevators or 
stairway will be seen. 

Resident floors are also equipped 
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with a doctor's office and examining 
room, utility room, storage, linen-laun- 
dry facilities, and a multi-purpose class- 
room that can be used on a scheduled 


basis for school programs, group 
therapy, or as interview space for the 
psychologists. 


Three smoke partitions protect 
residents in the event of fire. If it 
occurred, the crisis area would be 
closed off while residents are moved 
into the next safe area on the same 
floor. 

On the terrace level, food prepared in 
the hospital's central kitchen is received 
in a well-equipped food service kitchen 
in the Social Skills Building. The food 
can then be distributed to a service 
pantry on each resident floor. Food can 
also be distributed from the food service 
kitchen to the recreation-auditorium on 
the first floor. 

Outside, two open courtyards are 
visible from the first floor classrooms. 
These courtyards are enclosed on three 
sides by the building itself, and on the 
end by a pierced masonry wall 14 feet 
high. One court is used for active sports 
participation; the other is for quieter 
recreation. 

Every effort has been made to insure 
that systems within the building provide 

(Continued on page 65) 
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J. E. EVANS & SON 
CONSTRUCTION CO. 


Excavating Contractors 


Clearing — Grading 


Dial 804/352-5720 


Appomattox, Va. 


JOE M. DeSHAZO 
ROOFING CO. 


Roofing Contractor 


COMMERCIAL — INDUSTRIAL 


Phone 
358-8745 or 262-1177 
8505 Washington Highway 
GLEN ALLEN, VIRGINIA 23060 * 


Mariner Motel 


Efficiencies - 1, 2, 3 Room 
29 Motel Rooms 


29 Apartments 
Pool Golfing Privileges 
Open All Year 
Phone 919-441-7255 


KILL DEVIL HILLS, N.C. 


50% Discount ‘til May 6th 
30% Discount May 7th thru June 17th 
FULL RATES June 18th ‘til Sept. 9th 
30% Discount Sept. 10th thru Oct. 17th 
50% Discount Oct 18th thru May Sth 


FULL RATES APPLY EASTER 
MEMORIAL DAY AND LABOR DAY 


| 


d 


Ғы ЖЕТЕГІН! 


FRANK B. McALLISTER 
General Contractor 


St. Reg. # COMMERCIAL 


7434 


INDUSTRIAL 


OFFICE 


122 Agency Avenue P. O. Box 9041 
Richmond, Virginia 23225 
Phone 233-9228 


The Walter E. Campbell 
Company, Ine. 


Distributors For 
OWENS CORNING FIBERGLAS 
ACOUSTICAL AND ROOFING INSULATION 
AND 
JonNs-MANVILLE ACOUSTICAL & FESCO PRODUCTS 
AND 
CPR 
POLYURETHANE 
the thin insulation 
Phone (301) 937-5700 
BELTSVILLE. MD. 20705 


10721 Tucker Su 


Manassas Contractors, Inc. 
Stran" Buildings 


Phone 
751-3844 


IIII 


Robert 5. Lovelace bo., Int. 


Equipment 


5910 Farrington Ave. 
Alexandria, Va. 22304 


Mechanical 


804/358-0404 Post Office Box 7315 


Richmond, Virginia 


== 
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CRESS-RHODES AND ASSOCIATES — ARCHITECT 


CLYDE WILKINSON, Project Manager 


CARL D. CRESS, JR., AIA, Partner-in-Charge 


BROOKVILLE MIDDLE SCHOOL 


SIMPSON-JOHNSON & ASHLEY, INC. 


Consulting Engineer, Mechanical/Electrical/Structural 
J.E. JAMERSON & SONS, INC., General Contractor 


Вкоокуше Middle School 
was a concept based on two major con- 
siderations regarding the structure it- 
self and its variety of functions: the 
school had to meet present social and 
educational requirements for the pre- 
adolescent and early adolescent, and it 
had to be easily adaptable to the chang- 
ing social and educational needs of the 
student in the future. 

There were many considerations 
before and during construction because 
the time element was very critical. The 
new school was needed as soon as 
possible, so site work, structural steel 
and masonry elements were pre-bid. As 
a result, grading was completed and the 
steel masonry was delivered by the time 
the general contract was let. These sub- 
trades were later assigned to the general 
contractor. 

In addition, the site itself presented 
some problems because of the unusual 
terrain. 
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These obstacles were overcome and 
the finished project focused greatest 
attention on three basic areas: 1) 
academic instruction; 2) exploratory or 
applied arts; and 3) constructive noise. 

The basic academic instructional area 
consists of three centrums, or open 
areas surrounded by eight classrooms. 
The centrum may be used for large and 
small group instruction, as a learning 
center, a student exhibition hall, and 
for school lunches which the students 
can obtain from a food service center on 
the corridor nearby. 

At the rear of each centrum is a tea- 


cher resource room. The resource 


rooms are used for preparation of 


teaching materials and assignments, 
and for teacher conferences. 


The new school utilizes the concept of 


a structural steel frame that allows for 
as many demountable partitions as 
possible. This makes the building far 
more flexible than the traditional fixed 
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structure and immovable wall concept. 
The movable wall partitions have 
integral chalk and tackboards which 
clip to a ceiling suspension system. The 
floor track does not attach to the floor, 
so the carpet is not punctured. Per- 
manent walls are used where required 
by law and are epoxy-coated for fire 


protection. 
The exploratory and applied arts 
areas provide secondary school 


experience and proper equipment for 
learning arts, crafts, home economics, 
effective consumerism, and prevo- 
cational industrial arts. 

A science house in the building 
provides facilities to explore the life, 
physical and general sciences. Walls in 
this area may be folded back to provide 
additional space for large group in- 
struction. A teacher workroom, a book 
and storage room, and a preparation 
room are also located in the science 
area. 

Music and physical 
facilities are available for all students in 
the constructive noise areas. The 
student has the advantage of a large in- 
structional center, a band and chorus 
room with permanent risers, and indivi- 
dual practice rooms. Adequate storage 
and office space for these areas is 
provided as well. 


education 


The physical education facility is used 
for regular classes in addition to an in- 
tramural athletic program. A smaller 
auxiliary gym is used for individual and 
small team sports as well as for 
corrective programs for specific stu- 
dents. The floor surface in the physical 
education area is poly-urethaned for 
minimum maintenance and maximum 
use. 

Other facilities are provided to 
support total curriculum needs. These 
include the administration office, and 
instructional materials center, student 
personnel services, and a forum. 

The instructional materials area, or 
library, is located in the center of the 
building. Here, books, filmstrips, 
magazines, reference materials, 
records, transparencies, and audio- 
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visual equipment are stored and made 
readily accessible to students and 
teachers. Within this area, students 
may work together in small groups, or 
work individually at the study carrels on 
the main level or on the mezzanine. At 
the instructional materials center, space 
is also provided for storage, work, and 
for a control center for a limited closed- 
circuit TV system. 

Guidance and counseling, or student 
personnel services, are also centrally 
located in close proximity to the instruc- 
tional materials center. This area has 
been removed from the main ad- 
ministrative office to encourage 
frequent and voluntary use of these 
services without the student feeling the 
age-old awareness of “going to the 
office." 

A forum, or auditorium, is located 
across from the administration area 
and adjacent to the main lobby. This 
area may be used for large group in- 
struction, assemblies, public meetings 


and various student stage productions. 
The forum has its own public address 
system, as does the gym and each of the 
three centrums. Rear partitions in the 
forum can be opened to provide 
additional seating, or closed for privacy 
and sound control. 

Public use of middle school facilities 
had been anticipated during the 
planning stages, so the decision to heat 
electrically and air condition the build- 
ing was a natural result. This means 
that the school can be used on a year- 


round basis. Individual rooms or areas 
are equipped to maintain their own 
temperature control, and а mechan- 
ical exhaust system provides ventila- 
tion for service and utility areas. 

As a public facility, a system of 
security gates permits "after school" 
use of certain areas and prevents access 
to areas not in use. 

The contract for this 1200 pupil 
middle school, located in Campbell 
County, Virginia, was signed in January 

(Continued on page 66) 


WARD AND HALL AND ASSOCIATES, AIA — ARCHITECT 
CLINTON BAPTIST CHURCH 


NEW SANCTUARY ADDITION 


PROFESSIONAL ENGINEERS 
Consulting Engineer, Mechanical/Electrical/Structural 


R.J. BURNS ASSOCIATES, Landscape Architect/Interior Design 


MARTIN BROTHERS, INC., General Contractor 
J. ALEXANDER, Photography 


THE RECENTLY COMPLETED sanctuary is the third 
step in the development of Clinton Baptist Church's 9-acre 
site located in populous Prince George’s County. Maryland 
near the Capitol Beltway (Interstate 495). Ward and Hall and 
Associates, AIA prepared a master plan for the development 
of the Church property incorporating the prior two building 
programs. The prior buildings were designed by others. The 
sanctuary addition is the major part of the developed total 
master plan with future educational buildings and enlarged 
parking and recreation areas also included as part of the 
master plan. 

The sanctuary is designed to seat 650 people on the main 
level plus a balcony which can be completed at a later date to 
accommodate an additional 200 people in tiered seating. The 
sanctuary addition is joined to the existing building by means 
of a circulation corridor paralleling the entire length of the 
north side of the sanctuary. 


The sanctuary plan is the somewhat traditional Baptist 
plan with a central aisle and central location of Communion, 
Pulpit, Choir and Baptistry on the axis created by the center 
aisle. 

Immediately above the Communion and Pulpit area is the 
northerly directed skylight which allows a limited amount of 
natural light into the central area of the worship space. 

Both interior and exterior materials and colors are the 
natural colors of brick, stained millwork and trim, gray 
colored concrete roof shingles, exposed laminated wood 
arches and wood deck, natural finished hardwood pews and 
carpeted sanctuary floor and pulpit area. 

Martin Brothers, Inc. of Adelphi, Md., was general 
contractor and handled excavating, sodding, seeding, ete., 
foundations, work, steel erection, 


concrete carpentry, 


waterproofing and caulking. 
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Subcontractors & Suppliers 

Trowbridge Steel Co., Leesburg, reinforcing, steel supplier 
& steel roof deck; Koppers Co., Inc., Arlington, structural 
wood; Davenport Insulation, Inc., Springfield, roof, wall & 
foundation insulation; W.L. Frazier, Inc., Fairfax, metal 
doors & frames; and, Marty's Floor Covering Co., Inc., 
Alexandria, resilient tile. 

Maryland firms were: Bates Paving Co., Laurel, paving 
contractor; District Concrete Co., Inc. Temple Hills, 
concrete supplier; A. Myron Cowell, Ine., Silver Spring. 
masonry contractor; W. & W. Fabrication, La Plata, steel 
joists miscellaneous metal & handrails; Orndorff & Ѕраіа, 
Inc. Beltsville, roof deck (other), built-up roof, other roofing 
& sheet metal; Miles Glass Co., Silver Spring, glass & glazing 
contractor, windows & storefront; Builders Hardware Corp.. 
Rockville, hardware supplier; Fitzgerald & Co., Inc., 
Bladensburg, plaster & gypsum board contractor and 
acoustical treatment; Bryan & Associates, Inc., Edmonson, 
painting contractor & paint supplier; М. F. Briggs Corp.. 
College Park, plumbing fixture supplier & plumbing 
contractor; and, Associated Electric Co., Seabrook, electrical 
equipment supplier & electrical contractor. 

Others were: Ivan C. Dutterer, Inc., Hanover, Pa., 
millwork, paneling & wood doors; Wiedmann Industries, 
Inc.. Muscatine, Iowa, Baptistry tank; and, H. R. Grayson & 
Son, Inc., Washington, D.C., heating/ventilating/air con- 
ditioning contractor. 
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- 
CONRAD BROTHERS, 
INC. 


General Contractors 
St. Reg. #5420 


Phone 543-3521 
800 Industrial Ave. 
CHESAPEAKE, VA. 23324 


J. B. EURELL CO 


Roof Deck Contractors 


Specializing in: 


Gypsum ROOF DECKS e Woop FIBER ROOF DECKS 
LIGHTWEIGHT CONCRETE ROOF DECKS 
AsPHALTIC PERLITE FILL 


Telephone 262-8648 5805 School Avenue 
P.O. Box 9427 


RICHMOND. VA. 23228 


Froehling & Robertson, Inc. 


SINCE 1881 


Materials Testing & Inspection 
Engineers & Chemists 


MAIN OFFICE & LABORATORIES 
814 W. Cary St—P.O. Box 27524, Richmond, Va. 23261— Tel. 804-644-3025 
BRANCH OFFICES 


Fayetteville, N. С. Baltimore, Md. 
Raleigh, N. C. Greenville, 8, C. 


Asheville, N. C. 


Norfolk, Va. 
Charlotte, N. C. 


Roanoke, Va. 


MILLER & ANDERSON, INC. 


MECHANICAL CONTRACTORS 


PLUMBING — HEATING 


AIR CONDITIONING 


19 E. Boscawen St. Phone 662-3813 
WINCHESTER, VA. 22601 


PLEXIGLAS’ 


ARCHITECTURAL PLASTICS 
GLAZING — LIGHTING 
ROOF DOMES — SKYLIGHTS 


PLYWOOD & PLASTICS, INC. 


DISTRIBUTORS 
804/359-1374 
1727 ARLINGTON ROAD + RICHMOND, VIRGINIA 
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JACK BAYS, INC. 


BUTLER PRE-ENGINEERED STEEL BUILDING SYSTEMS 


General Contractor 
St. Reg. #6139 


P. O. Box 449 
McLean, Va. 22101 


Dial 
703-356-2600 


The Danville Lumber and 
Manufacturing Co. 


Catering to Architectural Detail Millwork 


Phone 792-8811 Colquohoun Street 
Danville, Va. 
— | 
ARMCO AUTHORIZED DEALER 


PHONE (703) 885-0886 


V 


J. B. WINE & SON, INC. 


GENERAL CONTRACTORS 


Armco Bullding Systems 


P. O. BOX 1000 
VERONA, VIRGINIA 
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DUDLEY MORRISETTE CEDERQUIST AND ASSOCIATES 
ARCHITECT/ENGINEER 


PEMBROKE FIVE OFFICE BUILDING 


MARSH & BASGIER, Consulting Engineer, Civil 
GALLOWAY CORP., General Contractor 
FRED HABIT & TAMTE/WILSON, Photography 


Госатер IN A fast growing 
office park, this structure represents the 
total use of structural precast concrete 
components to achieve maximum speed 
in construction time and produce a good 
quality structure and enclosure. The 
structure consists of precast wall panels 
of white concrete which provide both 
enclosure and support for the concrete 
"double-tee" floor units, along with 
precast, prestressed columns and 
beams for interior spans. The core of 
the building provides additional stiff- 
ness with masonry walls and field cast 
concrete tied to the topping slab over 
"double tees.” 

Two elevators serve the five-story 
building which is topped off with a 
ribbed, metal enclosed mechanical 
penthouse. 

Grey glass windows are set with neo- 
prene zipper glazing directly to the con- 
crete panels, which taper from bearing 
edges of 10 inches to window depth of 4 
inches. The play of light and shadow on 
these tapered planes off-sets the 
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reduced area of glass in providing a 
constantly changing and interesting 
pattern without the usual heat-loss, 
heat-gain of a glass building. 

To overcome the heavy massiveness of 
an entire building of concrete panels, 
the corners are separated with a vertical 
strip of glass, adding more light and 


prestige to the "corner" office while 
exposing the thickness and giving an 
honest expression of the bearing walls. 
Entrances are expressed and opened-up 
by means of a "T" panel, which is cast 
with a rough board finish for a texture 
contrast. Interiors include grey glass 
(Continued on page 67) 
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BYRON R. DICKSON, JR. — ARCHITECT 
GRANDIN VILLA APARTMENTS 


CONSTRUCTION MANAGEMENT CO., Owner/General Contractor 


Photography by THE ARCHITECT 


SITE PLAN 


LocaTED IN SOUTHWEST ROANOKE, the 
Grandin Villa Apartments provide thirteen rental units 
efficiently arranged on a site which is approximately an acre 
in size. Construction began in late 1975 and first units were 
marketed in mid-summer of 1976. 

The site is located in a residential area which is undergoing 
a transition in character from stately single family detached 
dwellings to a pleasant blend of multi-family new 
construction, refurbished older homes and transitional 
occupancies. Sympathy for neighborhood values is essential if 
new construction is to preserve the existing charm and scale 
of the eclectic style established during the early decades of 
this century. The site is actually composed of two parcels. 
The parcel on which this phase is constructed was a vacant 
lot and, thus allowed immediate development. The adjacent 
parcel contained an occupied dwelling and was reserved for 
future expansion. The surrounding area supports a desirable 
mix of religious, education and other complementary 
transitional uses. 

The program required that development be maximized 
within normal budget constraints. Neighborhood design 
compatibility was accepted by the developer as a most 
desirable goal. Also, it was recognized that the project must 
have marketing features which would allow it to successfully 
compete with other tasteful multi-family projects in the 
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immediate area. It was decided that a two-story townhouse 
concept would be employed. A basement was considered but 
dismissed after it was determined that necessary storage and 
mechanical functions could be provided within the above 
ground envelope. On the first floor are the living/dining area, 
kitchen, circulation and support areas. The second floor 
provides two bedrooms, bath and circulation space. 

The exterior concept features a covered entry and a patio 
area. Parking is conveniently adjacent to all units. 

Construction is unprotected frame consisting of floor joists, 
roof trusses and stud walls. Exterior materials are brick and 
painted wood. Interior finishes are drywall painted walls and 
ceilings with carpet and resilient flooring. The kitchens are 
totally equipped. All units are air conditioned. 

Each unit is approximately 1074 square feet with a total 
project size of 14,000 square feet. Twenty parking spaces are 
provided. 

The owner, Construction Management Company, acted as 
general contractor. 

Subcontractors & Suppliers 
(Roanoke firms unless noted) 

Joe Bandy & Son, Inc., excavating; Belle Aire Garden 
Shop, sodding, seeding, etc.; Salem Paving Co., Salem, 
paving contractor; O. Ray Prillaman Construction, Rocky 
Mount, foundations, carpentry, waterproofing, caulking, 
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roofing (Bird Arch. 70), and foundation insulation; Waddell 
Brothers, concrete contractor; Industrial Steel Warehouse, 
reinforcing supplier; Roanoke Ready-Mix, concrete supplier; 
C.W. Dunford, masonry contractor; Old Virginia Brick, 
Salem, masonry supplier; Lightweight Block Co., mortar; 
Hill's Stone Yard, stonework contractor; Home Lumber 
Corp., millwork; and, Scott Cabinet Co., Ferrum, cabinets. 

Also, Kent Wheeler, roof & wall insulation; Rhodes 
Drywall Co., Bent Mountain, gypsum board contractor; 
Botetourt Tile Co., Fincastle, ceramic tile & resilient tile; 
Salem Carpets, carpet; Cook Painting Contractors, Inc., 
painting contractor; DeVoe Paints, paint manufacturer; Ben 
Eubank Associates. wall covering; American- 
Standard/Hajoca Corp., plumbing fixture supplier; 
Ridenhour Plumbing & Heating, Inc., plumbing contractor; 
Johnston-Vest Electric Corp., heating/ventilating/air 
conditioning contractor; Williams Supply Co.. lighting 
fixtures supplier; General Electric Co., electrical equipment 
supplier (heat pumps); and Janney Electric Co., electrical 
contractor, 

Buildings were panelized by Northern Homes, Inc., 
Chambersburg, Pa., and were supplied E-600 windows by 
Capitol-Pease Everstrait Doors. 
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GLAVE, NEWMAN, ANDERSON AND ASSOCIATES, INC. — ARCHITECT/ENGINEER 


HEATING AND COOLING PLANT ADDITION 


GEORGE MASON UNIVERSITY 


W.J. DAVIS & ASSOCIATES, Consulting Engineer, Structural 


HARRIS HEATING & PLUMBING CO., INC. and THOMAS E. NUCKOLS, INC. 


General Contractors 
GEORGE NANN, Photography 


Tue CENTRAL Heating and 
Cooling Plant for George Mason Uni- 
versity in Fairfax County is a small 
metal building designed to be easily ex- 
panded. 

As the heating and cooling needs of 
the University do not expand at the 
same rate, these functions were located 
in two wings, one on each side of the 
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office and control area. The roof shape 
follows the profile of the equipment and 
permits an efficient and compact 
arrangement of machinery and 
substantially reduces the cubage of the 
building. 

[he expandable end of each wing is а 
demountable glass wall. The equipment 
inside is painted with a modification of 
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the 


standard colors required for 
mechanical rooms. The equipment, 
visible through the glass walls forms a 
complex polychromatie contrast to the 
simple mono-chromatic shapes of the 
building itself. 

The building is of steel frame 
construction with concrete floor slabs 
and metal sheathing with sprayed on in- 
sulation and fireproofing. 

The firms of Harris Heating & 
Plumbing Co., Inc. and Thomas E. 
Nuckols, Inc., both of Richmond, acted 
as general contractors. Harris Heating 
& Plumbing Co., Inc. handled plumb- 
ing/heating/ventilating/air condition- 
ing work. Thomas E. Nuckols, Inc., 
handled foundations, reinforcing, 
masonry work, carpentry, millwork, 
paneling cabinets and ceramic tile. 

Subcontractors & Suppliers 
(Richmond firms unless noted) 

Campbell Bros. Dumfries ехса- 
vating, landscaping & paving con- 
tractor; Hanover Iron & Steel, Inc., 
steel supplier/erector & miscellaneous 
metal; The Binkley Co., Warrenton, 
Mo., roof deck (other) and caulking; 
N.W. Martin & Bros., Inc., built-up 
roof; Binswanger Glass Co., Inc., glass 
& glazing contractor; Hope's Windows, 
Jamestown, N.Y., windows & window 
wall; Architectural Hardware, Inc., 
hardware supplier; Davis Electric, 
Fairfax, electrical contractor; and, 
Johnson Controls, Inc., controls. 
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HOME OFFICE, 8001 WEST BROAD STREET, HENRICO COUNTY 


BRANCH OFFICE, 1108 EAST MAIN STREET, RICHMOND 


Investors 
Savings 


TWO PROJECTS BY EDWARD F. SINNOTT AND SON, P.C., AIA 
INVESTOR'S SAVINGS AND LOAN ASSOCIATION 


< g 5 Home Office, Henrico County 
- Branch Office, Richmond 


LEWIS & OWENS, Consulting Engineer, Civil 
For Home Office 

JANET KANE INTERIORS, INC., Interior Design 
Home & Branch Offices 

HEINDL-EVANS, INC., General Contractor 

For Home Office 

WILLIAM L. WIENCKOWSKI, Photography 


Investor's Savings and Loan 
Association of Richmond recently cele- 
brated its second anniversary by 
MAIN OFFICE, HENRICO COUNTY announcing the start of construction on 
its fourth branch, located in Charlottes- 
ville. 

The beginning of this rapid growth 
started with the acquisition of the 
Home Office site at 8001 West Broad 
Street, Henrico County, in 1975. During 
the Master Planning Stage, a temporary 
trailer branch was established until the 
first phase of a two phase headquarters 
building was developed. H is con- 
templated that in the near future, the 
five thousand square foot second phase 
will be constructed. 

Investor's, by virtue of its rapid 
growth, determined that additional ex- 
posure was necessary and began a 
search for a branch location, Coin- 


cidentally, the location of a proposed 
BRANCH OFFICE RICHMOND  saving's institution, completely 
equipped, became available for various 
reasons. This branch opened to the 
public in early 1976. 

The institution's rapid growth was 
further evidenced by its acquiring 
space in the downtown financial dis- 
trict. In December of 1975, lease 
arrangements in the Traveler's Building 
at 1108 East Main Street were formal- 
ized, and designed renovations for the 
second of the two locations featured in 
this article were begun, 

Design problems for this branch were 
numerous; not the least of which was 
giving Investor's an exterior identity 
while salvaging the image of the 


(Continued on page 65) 
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HUBERT T. STRATTON, AIA — ARCHITECT 
BASS-HOOVER ELEMENTARY SCHOOL 


RICHARD B. LANDRY — DESIGNER 
STRICKLER ASSOCIATES, 


Consulting Engineer, Mechanical/Electrical 


PROFESSIONAL ENGINEERS, INC. 
Consulting Engineer, Structural 
Interior Design by THE ARCHITECT 


HOWARD SHOCKEY & SONS, INC., General Contractor 


RICHARD B. LANDRY, Photography 


LocaTED EAST OF Stephens 
City in the Southern portion of 
Frederick County the project was 
completed in June of 1975 and occupied 
at the start of the fall school term. 

In June of 1973 the members of the 
Frederick County School Board 
unanimously approved the name of the 
then proposed elementary school near 
Stephens City as  Bass-Hoover 
Elementary School in honor of Charles 
E. Bass and H. Denis Hoover. These 
men at that date had served the schools, 
pupils and citizens of Frederick County 
for a combined total of 66 years. Their 
loyalty, devotion to duty and leadership 
earned for them this distinction and 
honor. 

Mr. Charles E. Bass rendered over a 
quarter of a century (28 years) of 
devoted service to the children and 
patrons of the County as Chairman of 
the Frederick County School Board. 

Under the long career of Mr. Bass, 
the Frederick County Schools 
progressed smoothly with many 
noteworthy accomplishments in the 
areas of instructional methods, 
materials and equipment, school board- 
teacher communications, school 
facilities, personnel benefits, 
desegregation, transportation, and 
many other areas. 

He has given unselfishly of his time 
and talents to provide leadership and 
support for a quality educational 
program to benefit the children of 
Frederick County. 

Mr. H. Denis Hoover is beginning his 
fortieth year in the educational pro- 
fession having served as dedicated ele- 
mentary and secondary teacher, coach, 
and school administrator in Frederick 
County. Of this service, all but one and 
one-half years took place in the county. 
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He served as principal of Stephens 
City Elementary School for twenty-five 
years. In the spring of 1975 he was 
named the principal of Bass-Hoover 
Elementary School. 

Designed to house 880 pupils in 
Kindergarten through the sixth grade 
the school was near capacity its first 
year of operation and is now at design 
capacity in its second year. Population 
growth as well as the closing of several 
small antiquated schools created the 
need. 

The basic design concept was along 
the lines of the typical open-plan, team 
teaching method, with each grade level 
comprising a separate pod area. The 
school board expressed concern that the 
usual solutions did not adequately 
provide for the small percentage of the 
student population who were slow 
learners and who had short attention 
spans, The design solution providing 
for this need consisted of a U-shaped 
pod surrounding a 600 square foot, self- 
contained instructional area for each 
grade level. 

These separate areas have worked 
very satisfactorily in the educational 
program to date and are enthusi- 
astically used by the teaching teams for 
individualized instruction as well as for 
group activity uses for activities that 


VIRGINIA RECORD 


would disturb adjoining groups in the 
typical open-concept plan. 

An additional benefit of the U-shaped 
pod is that it overcomes the large open- 
space appearance normally created by 
open-concept planning, allowing the 
total space to be broken up into 
smaller, child sized atmosphere areas. 

Building systems and materials were 
selected with budget in mind to provide 
economical construction costs without 
sacrificing long-term maintenance 
costs. This as well as judicious use and 
placement of mechanical equipment 
spaces provided for above-average total 
area that could be used for 
instructional purposes at a total cost 
below the area and state-wide average. 

Howard Shockey & Sons, Inc. of 
Winchester was general contractor and 
handled foundations, reinforcing, steel 
erection and carpentry. 

Subcontractors & Suppliers 

Winchester firms were: Buckley- 
Lages, Inc., excavating & paving 
contractor; H.C. Christianson, sodding, 
seeding, etc.; Smalts Garden Center, 
landscaping contractor; John F. 
Hoover, concrete contractor; Crider & 
Shockey, concrete supplier; Haymaker 
& Sons, masonry contractor; Glaize & 
Brother, millwork, cabinets & wood 
doors; The Floor Shop, carpet; Robert 
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F. Ziegler, Inc., heating/ventilating/air 
conditioning contractor; Raub Supply 
Co., lighting  fixtures/electrical 
equipment supplier; and, Winchester 
Electric Service, Inc., electrical 
contractor, 

Others were: General Shale Products 
Co., Roanoke, masonry supplier; 
Riverton Lime & Stone Co., Front 
Royal, mortar; Lynchburg Steel & 
Specialty Co., Monroe, steel supplier, 
steel joists & miscellaneous metal; 
James J. Smith & Sons Painting, Inc., 
Greencastle, Pa., caulking & painting 
contractor; C. Douglas Jones, Inc.. 
Charlotte, N.C.. roofing; Rocco Glass 
Co., Harrisonburg, glass & glazing 
contractor; Williamsburg Steel 
Products, Brooklyn, N.Y., metal doors 
& frames and windows; and. R.D. 
McKee, Inc.. Hagerstown, Md.. 
hardware supplier. 

Also, Antietam Tile Со., 
Williamsport, Md., ceramic tile; 
Standard Acoustical Products Inc. of 
Maryland, Hagerstown, Ма., acoustical 
treatment & resilient tile; Costen 
Lumber Co., Richmond, special 
flooring; Pittsburgh Paint Co., 
Baltimore, Md., paint manufacturer; 
Morgan & Co. Patchogue, N.Y. 
flagpole; Schalow Manufacturing Co., 
Inc., Powhatan, chalkboards; Grinnell 
Fire Protection Systems Co., Inc., 
Richmond, sprinkler contractor; 
American-Standard, New Brunswick, 
N.J.. plumbing fixture supplier; S.W. 
Brooks Plumbing & Heating, Front 
Royal, plumbing contractor; and, 
Richards-Wilceox Manufacturing Co., 
Silver Spring, Md., folding partitions. 


to tell the Virginia Story 


FEBRUARY 1977 


PAGE FIFTY-THREE 


SHERERTZ, FRANKLIN AND SHAFFNER — ARCHITECT 
TROUTVILLE ELEMENTARY SCHOOL 


Interior Design by THE ARCHITECT 
J.H. FRALIN & SON, General Contractor 


A modified open plan on a single level provides 
Troutville Elementary School with ап informal, yet 
progressive, format for the educational process. Students are 
encouraged to explore, experience and become involved in 
the world around them. 

Serving a rural community in Botetourt County, but 
attended by many closely associated with urban living, 
influenced certain basic design considerations. The school 
administration requested that the school be designed to be 
totally flexible in its usage. Since they had been exposed to 
the open plan, concept in another school in their system, they 
wanted basically an open plan, but they also wanted to be 
able to provide individual, conventional classrooms to those 
teachers. who were not comfortable in an open plan en- 
vironment. 

In order to accommodate these desires, the architect estab- 
lished completely open floor space around a central core area 
of fixed operations. The open floor area could then be 
subdivided in any manner found desirable by those utilizing 
the space. Areas may be left completely open while other 
areas are set aside for individual functions by the ar- 
rangement of mobile casework, storage units, wardrobes, etc. 
An area simulating a classroom could be semi-enclosed by 
providing demountable partitions on two sides of the 


“classroom area" with the third wall being the outside wall of 


the building and leaving the back of the classroom area open 
to the corridor. The third type of created space would be a 
conventional classroom which would be completely enclosed 
by taking the “semi-enclosed” classroom and adding the rear 
wall in the form of a demountable partition to totally enclose 


the area. 

A further consideration was the establishment of a multi- 
purpose area which could be utilized by both the school and 
the community during off-school hours. This required that 
the gymnasium/auditorium and toilet facilities be separated 
from the remainder of the school for the sake of "people 
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control." This was accomplished by providing these facilities 
in a self-contained unit separate from the general instruc- 
tional unit and then connecting the two units together by 
means of a totally enclosed glass and brick corridor. This 
arrangement further provided for the separation of the heavy 
activity, high noise areas from the more relaxed quieter in- 


structional areas. 

The general instructional unit contains approximately 
30,420 square feet of administrative and kindergarten 
through 6th grade space and the multipurpose unit 
consisting of the gymnasium/auditorium and cafeteria 
contains about 11,510 square feet of floor area. 

Since the site of the school is in an open pastureland 
setting, it was decided to utilize a minimum of different 
materials for its construction. Blending the building into its 
earthy environment was a primary factor throughout the 
design of the structure. For this reason, a dark, brownish red, 
sand finished brick was selected. The only other material 
used in the exterior of the building consisted of the glazing in 
hollow metal frames. A continuous fascia of brick layed in 
vertical running bond stacked soldier courses with raked 
joints, all set out from the plane of the walls, created an 
interesting effect and helped maintain the scale and 
continuity of the building. The exterior brick was also carried 
into the building and used for the corridor walls around the 
core area. Building maintenance costs were also considered 
in the selection of the building materials. 

The basic construction consists of load-bearing exterior 
walls and interior core walls, made up of brick with CMU 
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BAT MASONRY COMPANY 


INCORPORATED 


State Reg. No, 6444 


9912 Timberlake Road Phone 239-3845 


LYNCHBURG, VA. 24502 


WHITEPRINTS 
DRAFTING SUPPLIES 


Photostat Copies—Xerocopy 
Multilith 
Cronaflex Film Tracings 
Fast Confidential Service 


Pickup and Delivery 
Bill Fabry Reproduction & Supply 


Corporation 
212 E. Franklin St. RICHMOND, VA. 23219 644-3648 OR 649-1916 
MAIL ORDERS HANDLED PROMPTLY 


MADISON Decorating Company 


PROFESSIONAL 
PAPERHANGING 


1860 
XEROGRAPHIC 
COPYING SERVICE 


COMMERCIAL 
INDUSTRIAL 


BRUSH or Spray 
PAINTING 
Surveys Without Obligation 
Days—Nights—Between Shifts 24 HOUR SERVICE No Shut Down Required 
We Are Also Applicators of EveRsmiELD Liquid Tile 


If You Need Impact, Abrasion or Corrosion Resistance, We Are Specialists in 
Plastic Coatings —Including Polyester, Epoxy, Hypalon and Urethane. 


P.O. Box 3346 Phone 301/772-1666 


CROFTON, MARYLAND 


С. W. HANCOCK | 
AND SONS, INC. 


General 
Contractor 


Si, Reg. #3 


Allied Arts Bldg. 
LYNCHBURG. VIRGINIA 


=] 


J 


703-774-4244 Salem, Va. 24153 


| 


Stout Door Corp. 
SALES — Service — INSTALLATION 


Sectional Garage Doors 

Steel Rolling Doors & Grilles 
Sliding Fire Doors 

Dock Loading Equipment 
Electric Operators 


1115 Indiana St. 


Hanover 
Iron & Steel, Inc. 


ORNAMENTAL [RON 
RAILINGS-COLUMNS-GATES 
F ABRICATION-ERECTION 


Dial 798-5604 
If No Answer Call 648-8836 


101 S. Leadbetter Road 
ASHLAND. VA. 23005 
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back-up, supporting open web steel joists, metal deck, rigid 
insulation and a built-up roof. In all areas, except the gym- 
nasium/auditorium a suspended, exposed grid, acoustical 
tile ceiling is utilized. The ceiling in the gymnasium/audi- 
torium consists of the exposed construction of long span 
joists and acoustical metal deck, all painted, with the joists in 
contrasting accent color. Carpeting is utilized throughout all 
areas in the general instructional unit. The heating and air 
conditioning systems consist of multi-zone roof top units. 
Troutville Elementary School at present is made up of some 
500 students in 22 open and semi-open classrooms. The 
school can handle up to a maximum of 580 students. 
J.H. Fralin & Son, Roanoke, was general contractor and 
handled foundations, masonry work and carpentry. 
Subcontractors & Suppliers 
(Roanoke firms unless noted) 
Thomas Brothers, Inc., Salem, excavating; Concrete Ready 


Electrical Contractors 
St. Reg. #8171 


COMMERCIAL — INDUSTRIAL 


P. O. Box 234 Phone (804) 229-6251 
WILLIAMSBURG, VA. 23185 


FRAZIER 
CONSTRUCTION CO. 


General Contractor 
St. Reg. #10664 
COMMERCIAL — INDUSTRIAL 


Phone 804-369-5666 


U.S. 29 North Altavista, Va. 
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Mixed Corp., concrete; Webster Brick Co., Inc., masonry 
supplier; Structural Steel Co., Inc., steel, steel roof deck & 
roof deck; I.N. McNeil Roofing & Sheet Metal Co., Inc., 
roofing; National Glass Co., Collinsville, windows & glazing; 
and, Hesse & Hurt, Inc., painting & plastic wall finish. 

Also, Virginia Metal Products, Orange, paneling; Acous- 
tical Services, Inc., Salem, acoustical, plaster & resilient tile; 
DeHart Tile Co., Inc., Christiansburg, ceramic tile; Costen 
Lumber Co., Inc., Richmond, wood flooring; Valley Lumber 
Corp., millwork; Superior Fireproof Door Co., Scarsdale, 
N.Y., steel doors & bucks; C.L. Ray, Jr., Inc., Daleville, elec- 
trical work; Oscar W. Smith Mechanical Contractor, Inc., 
Salem, plumbing/heating/ventilating; Skyline Paint & 
Hardware Co., hardware; Adams Construction Co., Inc., 
paving; Swartz & Co., Inc., food service equipment; Virginia 
Melody & Sound Inc., telephone-intercom system; and, 
Roanoke Reinforcing Sales Co., Іпс.. operable wall. 


Richmond Glass Shop, Inc. 


“SERVING RICHMOND OVER 50 YEARS" 
GLASS OF ALL TYPES 


S PLATE GLASS @ WINDOW GLASS € PATTERN GLASS 
@ MIRRORS FOR DOOR & MANTELS 
SHOWER & TUB ENCLOSURES INSTALLED 
ARCHITECTURAL METAL STORE FRONT CONSTRUCTION 
DISTRIBUTORS OF 
PAINTS . VARNISHES ° ENAMELS ° STAINS 


24-HOUR EMERGENCY PLATE GLASS SERVICE 


DIAL 804/643-7394 
814 W. BROAD ST., RICHMOND, VA. 23220 


L. H. GAY ELEVATOR CO., INC. 
FREIGHT-PASSENGER-HOME 
24 HOUR SERVICE 


ELECTRIC ELEVATORS 
HYDRAULIC 
PASSENGER & FREIGHT 


PHONE 321-4880 
2015 ROANE 


Wescolator Home Elevator RICHMOND, VA. 
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THE VVKR PARTNERSHIP — ARCHITECT/ENGINEER 


JAMESTOWN VISITOR CENTER 


WINTZ BROTHERS, INC., General Contractor 


J. ALEXANDER, Photography 


In MAY OF 1607, 104 adventurous 
settlers landed оп the 
Virginia. Fighting the climate, the 
brackish waters of the Chesapeake Bay 
area, unfriendly Indians and soils that 
would not nourish their accustomed 
crops, they bravely pursued the be- 
ginnings of freedom and established the 
first permanent English settlement in 
North America. 

"James Cittie," (Jamestown 
until recently was passed 
visitors who gave the existing Visitor 
center a brief glance as they became 
interested in more spectacular but less 
significant sites. 

In the Bicentennial year, the National 
Park Service of the United States 
Department of the Interior 
commissioned the VVKR Partnership 
of Alexandria, to expand the Visitor 
Center, revising traffic patterns, 


Island) 


over by 


shores of 


increasing interest and utility while 
maintaining the integrity of the Island 
not only as the first capital of Virginia, 
but also as a valued archeological site. 

The entrance station, which is your 
first point of contact, is designed as a 
definite gateway for the upcoming 
experience and to reflect the character 
of the Visitor Center as well as the 
woodsy site of the adjacent glass 
manufacturing ruins exhibit. 

Your tour begins with a walk across a 
spike studded rustic footbridge and up 
a tree lined ramp which subtly guides 
you towards the remodeled Visitor 
Center. 

Approaching the expansive 75 foot 
long 27 foot high glass wall, you are 
the triangular theme 
orientation lobby. Once inside you are 
encouraged to attend either of two 
theatres presenting educational films 


drawn inside 


MONUMENT & PLAZA ACT 
AS HUB, SITE TOURS & 
ACTIVITIES RADIATE 
FROM MERE 


SITE PLAN 


followed by an informed tour through 
the exhibits. 

The interesting and pleasant gift 
shops and sales areas are located con- 
veniently but do not detract from the 
environment or the mood which the 
exhibits and films have set. 

Exiting into the tour staging area, you 
can now tour the remainder of the 
Island with a clear understanding of 
and definite appreciation for this 
historical site. 

The overall effect of the architecture 
is a functional quiet blending of brick 
forms and glass which act as a 
background and support for the educa- 
tional purpose of the Center. 

The angular forms interlock the new 
building with the existing structure for 
a smooth transition and effective inter- 
face of the two. 

Adjacent to the entrance station, and 
providing a mood setting side trip on 
your way to the Visitor Center are the 
ruins of a 17th century glass manu- 
facturing facility. The VVKR 
Partnership has designed the new en- 
closure required to protect them from 
further deterioration as well as provide 
optimum visitor benefit. 

The existing canopy was retained and 
free form curvilinear walls flowing 
through the existing columns and ruins 
were introduced to darken the viewing 
areas, to direct the flow of traffic and to 
protect the interior from the brisk 
winds off the adjacent river. Because of 
the darkened viewing areas, large areas 
of glass were permitted where the ruins 
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were enclosed to provide maximum 
visibility. 

The VVKR Partnership made use of 
energy conscious design throughout the 
project. Extra insulation was added to 
the existing Visitor Center which was re- 
roofed, as well as being incorporated in the 
new roof and walls to combat thermal loss 
and conserve energy. 

All exhibits have been designed to be 
completely visible from a wheelchair, 
providing barrier free access for the 
physically handicapped and the elderly 
to all facilities. 

Now, through the aid of a carefully 
planned and thoroughly efficient 
program, you will find your visit to one 
of the true birthplaces of America to be 
both an enjoyable and educational 


PANORAMIC VIEW OF 
THE JAMES RIVER 
BEGINS TO DEVELOP 


FOOTBRIDGE 
FROM PARKING 


ST AREA PARKING - 


experience for the entire family. 

Wintz Brothers, Inc. of Philadelphia, 
Pa., was general contractor and 
handled carpentry and structural wood. 

Subcontractors & Suppliers 

N.H. Ertl, Contractor, Norge, 
excavating; Tidewater Nurseries, Inc., 
Yorktown landscaping; Turfco Lawns, 
Inc., Flourtown, Pa., landscaping; 
Hastings Paving Co. Inc. Lake 
Success, N.Y.. paving contractor 
(special); Century Concrete Services, 
Inc., Va. Beach, concrete contractor; 
Hall-Hodges, Inc., Norfolk, reinforcing; 
United, Inc. Grafton, masonry 
contractor; Va. Steel, Inc., Hampton, 
steel supplier, steel erection, steel roof 
deck; New Holland Planning Mill, Inc., 
New Holland, Pa., millwork & cabinets; 


CONCEALED FROM 
VISITORS 


JAMESTOWN GLASSHOUSE EXHIBIT 
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The Glass House provides an environmentally controlled enclosure for the ruins 
ofa 17th century glass manufacturing facility. 


South Roanoke 
Lumber Co. 


L&J Plumbing — 
& Heating /2А 
& A.C, Inc. 
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2331 Franklin Ка., S.W. 
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STONE, VIRGINIA 22578 
Phone 435-1989 or 
435-3880 


YORK SUPPLY COMPANY, INC. 
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BRICK CONTRACTOR 
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E.S. Chappell & Son, Inc., Richmond, 
caulking; and, Richmond Roofing Co., 
Ashland, built-up roof. 

Also, PPG Industries, Norfolk, glass, 
glazing contractor, windows & 
storefront; Door Engineering Corp., 
Norfolk, metal doors & frames, 
hardware supplier & specialties; Paul 
Plaster & Acoustics Co., Hampton, 
plaster contractor & acoustical 
treatment; Murdock Drywall Co., 
Hampton, gypsum board contractor; 
Pompei, Inc., Newport News, ceramic 
tile; Carpet Installation Associates, 
Inc., Va. Beach, resilient tile (V.A.T.) & 
carpet; A.P. Perry & Co., Hampton, 
painting contractor; Scarborough 
Plumbing & Heating, Newport News, 
plumbing contractor; W. Cramer & 
Associates, Philadelphia, Pa.. 
heating/ventilating/air ^ conditioning 
contractor; and, Jack Numerof, Inc., 
Philadelphia, Pa., electrical contractor. 

Others were: American Seating Co., 
Norristown, Pa., auditorium seating; 
Morgan & Co., Philadelphia, Pa., flag 
poles; Cornell Iron Works. Inc., 
Wilkes-Barre, Pa., rolling grille, Bonitz 
All-Weather Crete Co., Greensboro, 
N.C., asphaltic concrete; Billy James, 
Hampton, floor tile; and, Chisman Co., 
Hampton, wire mesh. 


Silas S. Kea & Sons Co. 


General Contractors 


Telephone 859-6121 
IVOR. VA. 23866 


Varney 
ELECTRIC CO., INC. 


TO SERVE INDUSTRY 


INDUSTRIAL — COMMERCIAL 


ELECTRICAL CONTRACTOR 
INSTALLATION — SERVICE 


Phone (703) 343-0155 


2301 Patterson Ave., S.W. 
ROANOKE, VA. 24016 
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Rotunda Restoration 

(From page 13) 
Jefferson, which showed in the pictures 
and which still exists, and was used as a 
dimensional reference. Furthermore, 
the specific plate of Palladio’s 
composite order, used by Mr. Jefferson, 
is on hand for determining details and 
proportions, Other photos showed the 
direction and approximate size of the 
flooring. 

For detailing doors and door trim, 
mantels, entablatures, bases and chair 
rails, we had only to turn to the many 
examples remaining in the Pavillions on 
the Lawn, to Monticello and to Mr. 
Jefferson's drawings of similar details 
for other of his buildings, for authentic 
guides. A small snapshot of a “faithful 
retainer" standing in the main door on 
the South Portico not only provided 
details and dimensions of the doorway 
(by counting and measuring brick 
courses) but showed enough detail of 
the main staircase within the building 
to correct some erroneous original 
conclusions concerning that item. All of 
these items were studied, discussed, 
argued about and finally thrashed out 
with the project's historical consultant, 
Professor Frederick Nichols and other 
authorities within and without the 
University. Data continued to be 
discovered even after construction was 
well progressed, and adjustments had 
to be made accordingly. The result of 
this effort, all based on documentation 
— this, the second best documented 
historic building in the nation — after 
the Nation's Capitol — has resulted in a 
highly authentic restoration project. 

The history of the Rotunda and the 
entire University academical village is 
well known and extensively documented 


and need not be repeated here. Its 
eminence as a truly unique concept has 
recently been acknowledged as the 
foremost architectural accomplishment 
of this nation. Our sole purpose in this 
project was to re-establish the form of 
this great building to its original state in 
a useable manner. It would have been 
impertinent of us to create something 
else in its place, but we can look at what 
has been accomplished, reasonably 
satisfied that here is "what Ae might 
have done," but knowing that sooner or 
later someone may come forward with a 
long forgotten photo out of a dusty 
attic, showing the areas heretofore not 
recorded. 

Well, of course that's the way he did 
it. 

Е.Е. Lee and Son, Inc. of 
Charlottesville was general contractor 
and handled excavating, foundations, 
masonry work, stonework, carpentry, 
caulking and plastering. 

Subcontractors & Suppliers 

Valley Steel Corp. Salem, 
reinforcing: Allied Concrete Co.. 
concrete supplier; Eastern Building 
Supply Co., Richmond, masonry 
supplier (pavers); Riverton Lime Co., 


Riverton, mortar; Lynchburg Steel & 
Specialty Co., Monroe, steel supplier, 
steel erection, steel joists, steel deck & 
miscellaneous metal; Knipp and Co., 
Inc., Baltimore, Md., millwork, 
paneling & cabinets; E.M. Martin, Inc., 
Charlottesville, other roofing, sheet 
metal; and Roanoke Engineering Sales 
Co., Inc., Richmond, supplied metal 
doors & frames. 

R.C. Power, Richmond, supplied old 
hardware and old wood floors; 


Pleasants Hardware, Richmond, 
hardware; Decorator Supply Co., 
Chicago, Illinois, Col. capitals, 


decorative pieces, cornices & plaster; 
Spitz Space Systems, Inc. Chadds 
Ford, Pa., acoustical dome; Manson & 
Utley, Inc., resilient tile; L.R. Brown, 
Sr. Roanoke, painting contractor 
(Pittsburgh Paints) Otis Elevator Co., 
Richmond, elevators; Automatic 
Sprinkler Corp. of America, Richmond, 
sprinkler contractor; L.A. Lacy, Inc., 
Charlottesville, plumbing fixture 
supplier, —plumbing/heating/ventilat- 
ing/air conditioning contractor; and, 
The Howard P. Foley Co., Richmond. 
lighting fixtures/electrical equipment 
supplier & electrical contractor. 


Phone 245-0091 


WATERFRONT LUMBER CO., INC. 


Millwork & Building Materials 
Our Mill S.P.LB, — Grade Mark 036 


u— Gss 


1200 Jefferson Ave., Newport News. Va. 


P.O. Box 1975 


аа c | 


Roanoke Concrete Products Co., Inc. 


CONCRETE PIPE, ALL STANDARD SPECIFICATIONS: 
CONCRETE PIPE, LONG LENGTH WITH RUBBER JOINTS: 
RICHT OF WAY MONUMENTS 


ROANOKE, VIRGINIA 


Phone 703-342-6725 
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Phone 746-7851 


HEINDL-EVANS, INC. 


St. Reg. # 10072 


General Contractors 


Mechanicsville, Va. 
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Colvin Run (Erommage ts) Suburban Contractors, Inc., of McLean, was general con- 
tractor for the moving and restoration. 
general store, which has become a new central entry point to Subcontractors & Suppliers 
this historic park. 
Since the interior of the store was intact — wood strip ceil- William B. Patram, Inc., Fairfax, building movers; Milton 


ings, walls, and display cases — the mechanical (air condi- E. Jones, Vienna, stone mason; C.R. Melvin, Inc., Clifton, 
tioning and heating) and the lighting (fluorescent up-lights) plaster contractor; D.J. Smith Tile Co., Annandale, tile; 
were carefully hidden, so that the store would retain its orig- McNeil Automatic Sprinkler Co., Alexandria, sprinkler; 
inal character. The mechanical systems were concealed іп а Groves Plumbing & Heating Co., Inc., Herndon, plumbing 
shed at the rear of the existing building. The facility has contractor; Jones-Rogers, Inc., Vienna, heating/air 
recently been landscaped and is beginning to blend into the conditioning contractor; and, Weller Electric Co., Herndon, 


site. electrical contractor. 
SHIELDS, INCORPORATED 
( CHESAPEAKE AcousricAL—MovaBLE PagrITIONS—PLAsTERING—DRY WALL 
MASONRY P. O. Box 4191 Phone 312-2578 
CORP. ROANOKE, VA. 24015 | 
Masonry Contractors Southern Kinetics 


Rovi 


ELECTRIC 
INC. 


Hearne % Licurisc 


St. Кес. #5619 
708 Industry Drive Co. 


Phone (804) 838-1682 P, O, Box 9019 Noise & Vibration Control Specialist 


HAMPTON, VA. 23670 ` а 
AT is d Serving the 


Manufacturing & Construction Industries 


ARCHITECTURAL 3 Locations 
HARDWARE INC. 5127 East Virginia Beach Blvd. 


Norfolk. Virginia 23502 
CORBIN Phone 703-857-1111 
О 


Air Сомотоммс 9 Exeerricat 
e RESIDENTIAL 
e COMMERCIAL 
e INDUSTRIAL 


Interior & Outdoor 
Lighting 


COMMERC "ARE " 
OMMERCIAL— HARDWARI 5214 Western Boulevard 


Raleigh, North Carolina 27606 
Phone 919-851-4185 
D 
1402 East Morehead Street 
Charlotte, North Carolina 28204 
Phone 704-332-2066 


Phone 358-9308 


Modernize Your Wiring! 


2311 W. Main St. Phone 845-5666 


Richmond, Va. 23220 1501 Campbell Avenue 


Lynchburg, Va. 24501 


= == 
Brick Makers in Richmond since 1871 
А е Р. О. Вох 3527 Phone (804) 275-1463 
Redford Brick Co., Inc. 
LOCALLY Owned & Operated C. W. WRIGHT CONSTRUCTION COMPANY, INC. 
231-1175 — Phone — 232-6786 Contractors 
Шыман SPECIAL HOT LINE WORK UTILITY IMPROVEMENTS 
ыы SUBSTATIONS TRANSMISSION LINES 
Манабаев ані Пішіні SURVEYING DISTRIBUTION LINES 
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b Richmond, Va. 23224 5436 Jefferson Davis Highway Richmond, Va. 25234 
A 


| BEACH BUILDING CORPORATION 
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U.S. Post Office 
(From page 29) 
supplier, steel erection, steel joists, steel 
roof deck & miscellaneous metal; and, 
J.B. Eurell Co., other roof deck. 
Also, Miller Manufacturing Co., Inc 

millwork, cabinets & wood doors 
Commercial Caulking Co., caulking; 


Whitley Roofing Co., built-up roof, roof 


insulation & sheet metal; Ar-Wall, Inc. 
of Va., other roofing; Davenport 
Insulation Co., Springfield, wall 
insulation; Allied Glass Corp., glass, 
glazing contractor, windows & store- 


front; Roanoke Engineering Sales 
Co.,Inc., metal doors & frames; 
Pleasants Hardware, hardware 


supplier; F. Richard Wilton, Jr., Inc., 
plaster contractor & gypsum board con- 
tractor; Fairfield Tile & Marble Co., 
Highland Springs. ceramic tile; Con- 
solidated Tile Co., Inc., acoustical 
treatment, resilient tile, carpet & 


asphalt-plank flooring; Frick, Vass & 
Street, painting contractor; and, 
Benjamin Moore Paint, New York, 
N.Y. & Sampson Paint Mfg. Co., paint 
manufacturers. 


Others were: Cates 
Specialties, Inc., dock 
specialties; Colonial Trane Air 
Conditioning Co., Inc. plumb- 
ing/heating/ventilating/air con- 
ditioning contractor; Brook Hill 
Construction Corp. of Va., electrical 
contractor; Homestead Materials & 
Handling Corp.. scissors lift, flip ramp; 
S.W.G., Baltimore, Md., identifying 
signs and letters; Vincent Giganti Co., 
Washington, D.C., flag pole; Industrial 
Fence Co., fencing & gates; Va. 
Parking Service, parking lines & 
bumpers; Dodson Bros. Exterminating 
Co., Inc., soil treatment; and, Porter 
Hayden Со. automatic bi-parting 
sliding doors. 


Building 
bumpers & 


ALLIED MASONRY COMPANY 


310 N. Arch Rd. 


Richmond, Virginia 


JOHN D. CLAYBORNE, INC. 


General Contractor 
RESIDENTIAL — COMMERCIAL 


Phone 703-524-5564 


FALLS CHURCH. VA. 22042 


Phone 804/272-8017 


3033 Knoll Drive 


= 


| ] 
- To 
W. M. BOWMAN, INC. Ç X 
INDUSTRIAL * COMMERCIAL 
St. Reg. #4751 
Electrical Contractors 13 W. Clopton Street 
COMMERCIAL — INDUSTRIAL — MUNICIPAL Richmond, Va. 23225 
Telephone 232-2161 
Phone 804-732-6881 
3212 West Washington St. Petersburg, Va. St. Reg. #2812 
| кке 


Walter Reed 

Hospital (From page 31) 
Laberge Co., Inc., Hampton, windows 
& window wall; Abel Drywall & 


Acoustic, Inc., Portsmouth, acoustical 
treatment; Pompei, Inc., Hampton, 
special seamless flooring; Warwick Air 
Conditioning, Ince., Hampton, 
plumbing fixture supplier & plumb- 
ing/heating/ventilating/air condition- 
ing contractor; Colonial Electric Co., 
Williamsburg, electrical contractor; 
and, Ameray Corp., Dover, N.J., X-ray 
protection. 


HAMMOND BROTHERS 


(Formerly Milton L. Hammond, Ine.) 


General Building Contractors 


St. Reg, #4 4753 


Phone 443-3375 


P.O. Box 963 
Tappahannock, Va. 22560 
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PAINTING AND DECORATING 
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P. O. Box 579 


Stran J. Ñ. MATHERS, ІК. 


General Contractor 
COMMERCIAL — INDUSTRIAL — INSTITUTIONAL 
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BETHANY PLACE BAPTIST CHURCH 


(From page 37) 

The reception office, furnished by the owner, has two love 
seats, paramountly situated, of white, brown and gold satin. 
The cream colored walls and the brown, gold and rust hued 
carpet provide a warm atmosphere to the room. 

The library, with its free standing bookshelves on three 
walls, can be viewed through its inside window from the cor- 
ridor. The brightness of the area is achieved by the two 
windows which allow much sunlight as well as recessed 
fluorescent lighting. Incandescent lighting is used in the 24 
classrooms with fluorescent lighting for offices and study. All 
of these rooms have block walls painted in light colors with 
vinyl asbestos tile floor and base. 

The spacious lobby is lit by a brass chandelier with 10 tulip- 
designed clear globes. Colonial benches with padded 
cushions on either side of the lobby add to the room's wel- 
coming impression. 

An expanded parking area, which more than tripled 
available parking, is paved, as are the curved driveways. 
Structural design consists of wood trusses on bearing walls 
and on steel beams. Costs were pared inconspicuously by 
building the one-story, 17,094 square foot structure on 
controlled fill. Heating is furnished by an oil-fired boiler with 
hot water baseboard radiation. 

Barker Construction Company of Richmond, the general 
contractor, handled the sodding and seeding, concrete work, 
rough carpentry and wood doors. Furnishings were supplied 
by the owner. 


Andrews Large & Whidden Inc. 


St. Reg. #5433 


IupusTRIAL— OMMERCIAL— INSTITUTIONAL 
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Subcontractors & Suppliers 
(Richmond firms unless noted) 

W.W. Rowe, excavating; Ford Paving Co., Inc., Midlo- 
thian, paving contractor; J. Carrington Burgess Masonry 
Contractors, Inc., masonry contractor & cast stonework 
contractor; Eastern Building Supply Co., masonry supplier; 
Economy Cast Stone Co., cast stonework supplier; Holmes 
Steel Co., Ashland, steel supplier; N.W. Martin & Bros., Inc., 
roof deck & roofing; J.S. Archer Co., Inc., folding doors & 
metal frames; Metpar Steel Products, toilet partitions; James 
H. Carr, Inc., Kensington, Md., structural wood; Miller 
Manufacturing Co., Inc., millwork, paneling, cabinets & 
windows; and, Bowker & Roden, Inc., reinforcing steel. 


Also, Richmond Primoid, Inc., waterproofing; E.S. 
Chappell & Son, Inc. caulking & weatherstripping; 
Pleasants Hardware, hardware supplier; A. Bertozzi, Inc., 
plaster contractor; General Tile & Marble Co., Inc., ceramic 
tile; Fendley Floor & Ceiling Co., resilient tile; Glidewell 
Brothers, Inc., painting contractor & paint supplier; Hyman 
Mechanical Corp., plumbing fixture supplier, plumb- 
ing/heating/ventilating/air conditioning contractor; and, 
Cardinal Electric Co., electrical contractor. 


Others were: Stamie E. Lyttle Co., Inc., septic system; 
Virginia School Equipment Co., Inc., chalk boards; L.L. 
Sams & Sons, Waco, Texas, lobby furniture; T.P. Harris, Jr., 
chandelier; Nunnally Furniture Store, love seats; and 
Colonial Carpet & Installation, Inc., carpet. 


— I 
A. S. Pugh Roofing Co. 


Roofing & Sheet Metal Contractors 


COMMERCIAL — INDUSTRIAL — RESIDENTIAL 


408 N. Main St. Phone 792-1422 


DANVILLE, VA. 24541 


AUGUSTA STEEL 
CORPORATION 


Structural Miscellaneous 


Miscellaneous Steel, Steel Roof Decks, Windows 
Steel Joist Under Roof Deck 
Sonneborn Building Products 
COMMERCIAL — INDUSTRIAL 
= Gontaet — 
Boyd R. Olson Sherry W. Marshall 


AR, (Pete) Gieson James €, Wilson 


P.O. Box 980 Phone 703-886-2301 


VERONA. VIRGINIA 


Founded 1878 


Social Skills 
Bu ilding (From page 38) 
maximum comfort, protection and 
dignity for the residents: 

* All elevators are the smooth oil- 
draulic hospital type, and the double 
door design of the food service elevator 
easily accommodates non-ambulatory 
residents riding between floors. 

* Toilet facilities and showers on the 
resident floors are individually 
partitioned with ceramic tile, and 
special accommodations have been 
provided for the physically handi- 
capped. 

* Windowpanes that surround the 
courtyards are of unbreakable Lexan® 
glass and window units in general are 
Kawneer "Ventrow" which can be ad- 
justed for outside ventilation if the 
internal system becomes temporarily 
impaired. 

* Heating, internal ventilation, and 
air conditioning are unified into a 
system for year-round temperature con- 
trol and comfort. The heating system 
uses a water pump to convert 
steam/water and supplies heated water 
to the various heating elements. A 
chilled water cooling system utilizes a 
cooling tower, condenser, and water 
pump to distribute chilled water to 
several air handling units. The low 
velocity ventilation system consists of 
ceiling diffusers, side wall registers, and 
grilles. 


* Fluorescent fixtures with vandal 
resistant lens provide the usual interior 
lighting. Outside the building, mercury 
vapor high intensity lighting illuminates 
the grounds at night with an almost 
daylight effect. The building is also 
equipped with an auxiliary battery- 
powered lighting system which can be 
activated in the event of electrical 
failure. 

By March 1977, the Social Skills 
Building will be in full service at a final 
construction cost of $2,125,000. 


John P. Pettyjohn & Co., Lynchburg, 
was general contractor and handled 
foundations, concrete work and 
carpentry. 

Subcontractors & Suppliers 
(Lynchburg firms unless noted) 

May Brothers, Inc., excavating; 
Franki Foundation Co., Washington, 
D.C., piling; Lawhorn Brothers, Inc., 
paving contractor; Montague-Betts Co., 
Inc., reinforcing & steel joists; 
Lynchburg Ready-Mix Concrete Co., 
concrete supplier; Adams Construction 
Co., Martinsville, masonry contractor; 
Lightweight Block Co. and General 
Shale Products Corp., Glasgow, 
masonry suppliers (Citadel mortar); 
Lynchburg Steel & Specialty Co., 
Monroe, steel supplier, steel erection, 
steel roof deck, miscellaneous metal & 
handrails; Taylor Bros., Inc., millwork; 
Southside Manufacturing Corp., 
Danville, cabinets; Woodall & Lang, 
Inc., waterproofing & built-up roof; 
and, E.S. Chappel & Son, Inc., Rich- 
mond, caulking. 

Also, Lynchburg Plate Glass Co., 
glazing contractor; The Ceco Corp., 
Chicago, Ill., metal doors & frames; 
U.S. Plywood Corp., Algoma, Wisc., 
wood doors; William Bayley Co., 
Springfield Ohio, and Kawneer 


Phone (703) 968-7202 


ANDERSON AND CRAMER, INC. 


HVAC & Sheet Metal Contractors 


St. Reg, #2505 


CHANTILLY, VIRGINIA 22021 


Architectural Products, Niles, Mich., 
manufactured windows; Kane Manu- 
facturing Co., Kane, Pa., screens; W.H. 
Stovall & Co., Inc., Richmond, window 
contractor; Bailey-Spencer Hardware, 
Inc., hardware supplier; Lewis Brown, 
Jr., Madison Heights, plaster contractor 
& gypsum board contractor; Standard 
Tile Co., Verona, ceramic tile; DeHart 
Tile Co., Inc., Christiansburg, terrazzo; 
O'Ferrall, Inc., Richmond, acoustical 
treatment & resilient tile; and, Mar-Jon 
Carpet Mills, Inc., Norristown, Pa., 


carpet. 
Others were: American Biltrite 
Rubber Co. Inc. Boston, Mass., 


special flooring; J.D. Crance & Co., 
painting contractor; Sherwin-Williams, 
paint supplier/manufacturer; New 
Castle Products, New Castle, In- 
diana, operable walls manufacturer; 
Lynchburg Overhead Door & Hardware 
Со.. Monroe, operable walls contractor; 
Otto Sales Co., Richmond, toilet ac- 
cessories; Westbrook Elevator, Dan- 
ville, elevators; Noland Co., plumbing 
fixture supplier; Southern Air, Inc., 
plumbing/heating/ventilating/air con- 
ditioning contractor; G.E. Supply Co., 
Roanoke, lighting fixtures/electrical 
equipment supplier; and, Rovi Electric 
Co., electrical contractor. 


13909 Lee Jackson Hwy, 


Est. 1861 


Р.О. Box 2058 


CONSUMERS/DORNIN-ADAMS, INC. 


ROOFING AND SHEET METAL CONTRACTORS 
Phone 804-846-276 


Lynchburg, Va, 24501 


2701 Norma St 
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Brookville Middle School 


1974 with construction completed in 
July 1975. Total construction cost was 
$3,029,400. 

The contemporary design and 
concept of Brookville Middle School 
has received wide acclaim. The archi- 
tectural rendering was displayed in the 
1975 Exhibition of School Architects, 
sponsored by the American Association 


J. H. COTHRAN 
CO., INC. 


samona associano 0 
fini alia: COOKING CONTRACTOR 


PLUMBING, HEATING & 
VENTILATING CONTRACTORS 
Р.О. Drawer 591 
Phone 369-4776 
ALTAVISTA, VIRGINIA 24517 


(From page 41) 


of School Administrators and the 
American Institute of Architects, and 
was also displayed at the annual 
"Dictata" in Basel, Switzerland. 
І.Е. Jamerson & Sons, 
Appomattox, was general contractor 
and handled foundations, concrete 
work, carpentry and millwork. 


Subcontractors & Suppliers 

From Lynchburg were: Marvin V. 
Templeton & Sons, Inc., paving con- 
tractor; Montague-Betts Co., Inc., rein- 
forcing; Lynchburg Ready-Mix Con- 
crete Co., concrete supplier; Bat 
Masonry Co., Inc., masonry contractor 
& stonework contractor; Woodall & 
Lang, Inc., waterproofing, built-up roof 
& roof insulation; Lynchburg Plate 
Glass Co., glazing contractor; Key Fix- 
ture & Equipment Co., kitchen equip- 
ment; Westinghouse Electric Supply 
Co.. lighting fixtures/electrical equip- 


1020 College Ave 


Leonard Smith Sheet Metal & Roofing, Inc. 
Roofing & Sheet Metal Contractors 
RESIDENTIAL — COMMERCIAL — INDUSTRIAL 


Phone (703) 389-8614 


SALEM, VIRGINIA 24153 


INDUSTRIAL - 


5102 Neal Rd. 


Bryant-Durham Electric Company, Inc. 


Electrical Contractors 
Va. St. Reg. #9851 


COMMERCIAL - 


DURHAM, М. С. 27705 


INSTITUTIONAL = HOSPITALS 


Dial (919) 383-2526 
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ment supplier; and, Rovi Electric Co., 
electrical contractor. 

Others were: E.W. Yeatts, Inc., 
Altavista, excavating; Borden Brick 
Co., masonry supplier; Indian Hill 
Stone Co., stonework supplier; Lynch- 
burg Steel & Specialty Co., Monroe, 
steel supplier, steel erection, steel joists, 
steel roof deck & miscellaneous metal; 
Roanoke Engineering Sales Co., Inc., 
Richmond, cabinets, metal doors & 
frames; Zonolite, Div. W.R. Grace & 
Co.. wall insulation; U.S. Plywood. 
wood doors; Fapco, windows; Lynch- 
burg Overhead Door & Hardware, 
Monroe, hardware supplier & 
specialties — toilet accessories, folding 
walls; and, Lewis Brown. Jr., plaster 
contractor. 

And, Standard Tile Co., Inc., Verona, 
ceramic tile; Shields, Inc., Roanoke. 
acoustical treatment & resilient tile; 
Miller & Rhoads, Richmond, carpet; 
Bauer-Foster, Boston, Mass., special 
flooring; Beryl Phelps & Son, painting 
contractor; Sherwin-Williams Paint 
Co. paint supplier; M.L.T., Ine., 
Hoboken, N.J., demountable partitions; 


Noland Co., plumbing fixtures 
supplier; J.H. Cothran Co. Ine.. 
Altavista, — plumbing/heating/ventila- 


ting/air conditioning contractor; J.H. 
Pence Co., Roanoke, bleachers, back- 
stops & lockers; and, Barron Stage 
Equipment Co., Baltimore, Md., stage 
curtains. 


HARMAN 
Ceiling & Partition Co. 
Commercial — Industrial 


Acoustioat. Tune- Окулы 


Кечим Tine 


Mov nuc Р anrrrioss 


Phone 703-345-9780 


P.O. Box 4748 Roanoke. Va. 


GARBER'S 
INCORPORATED 


Trading ax 
THE OVERHEAD DOOR CO, 
OF RICHMOND 
2201 E. Franklin St. 
RICHMOND, VA. 23223 


Phone 648-3041 
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Pembroke Five 
Office Building 


(From page 45) 


wall tile with slate floors and limited 
bright accents of painted trim. The de- 
sign provides barrier free access for the 
handicapped and the site design pro- 
vides the terminus of a pedestrian walk- 
way spine through the entire office 
park. Occupancy is expected early this 
year, approximately seven months from 
the start of construction. 

Galloway Corporation of 
Beach was general contractor. 

Subcontractors & Suppliers 
(Norfolk firms unless noted) 

Ferrell Bros., Inc.. Va. Beach, ex- 
cavating; Birsch Construction Corp.. 
paving contractor; Sadler Materials 
Corp., Va. Beach, concrete contractor; 
Hall-Hodges Co., Inc., reinforcing; 
Concrete Structures, Inc., Richmond, 
prestressed concrete; Commonwealth 
Masonry, Inc., masonry contractor; 
Chesapeake Steel, Inc., steel supplier; 
Roof Engineering Corp., roofing; Door 
Engineering, metal doors & frames, 
hardware supplier & specialties; and, 
Walker & Laberge Co., Inc., windows & 
storefront. 

Also, Jayen Tile Corp., ceramic tile & 
resilient tile; William E. Brown Corp.. 
Va. Beach, acoustical treatment; David 
R. Beck, painting contractor & wall 
covering; C. Roy Pursley Co., light con- 
trol equipment; Webster Elevator Co., 
Inc., elevators; Е.В. Sams Co., Inc., 


Virginia 


plumbing contractor; Va. 
Environmental Control Corp.. 
heating/ventilation/air ^ conditioning 


contractor; Va. Beach Electric Service, 
Inc., Va. Beach, electrical contractor; 
and, Southern Kinetics Со., Va. Beach, 
sound & vibration control. 


Oliva and Lazzuri 


Incorporated 


M anni s Terrazzo Tne 


Conrracrors 


LUMBER MILLWORK 


James River Building Supply Co. 


Phone 737-6091 . 


100 Lumber Drive Sandston, Va. 23150 


Harris Heating & Plumbing Co., Inc. 


P. O. Box 9565 Dial 262-6544 


RICHMOND, VA. 23228 


PAINTING WALLCOVERING 


408 West Broad St. 804-643-6658 
RICHMOND, VA. 


R. L. DRESSER, INC. 


Flooring Contractor 


COMMERCIAL 
INDUSTRIAL 


FRANCHISED DEALER FOR 
ROBBINS FLOORING COMPANY 


AcousrTICAL Tine — RESILIENT TILE 


Telephone (919) 876-4141 4100 Winton Road 
RALEIGH, NORTH CAROLINA 27609 


LICENSED INSTALLER OF ROBBINS LOCK-TITE, PERMACUSHION, IRON BOUND AND 


SYNTHETIC FLOORS 


Richmond, Va. 
Call 649-2075 


Charlottesville. Va. 


Phone 293-3352 
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LANK WOODWORK CO., INC. 


Architectural Millwork 


CUSTOM MADE for 
BANKS — STORES — SCHOOLS — CHURCHES 


Also Prefabricated Wood Parts @ Glued Laminated Construction 
Ist & K Sts., SE Phone 202-488-1800 
WASHINGTON, D. С. 20003 


BOXLEY QUARRIES 


CRUSHED LIMESTONE and CRUSHED GRANITE for 
ROAD BUILDING > CONCRETE + RAILROAD BALLAST + FURNACE FLUX 
FILTER STONE > AGSTONE + LIMESTONE SAND 


W. W. BOXLEY & COMPANY 
Phone 703/344-6601 
711 Boxley Building 
ROANOKE, VIRGINIA 24010 
Six Plants Located on N. & W., S. C. L. 


BOXLEY 
QUARRIES 
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Investors Savings and Loan 


Traveler's Building. The solution, as it 
evolved, found the building's owners 
willing to cooperate in rejuvenating the 
terra cotta facing of the facade, as well 
as updating a well-worn lobby. The 
scale of the lobby was improved, in 
part, by lowering the inordinately high 
ceiling, the installation of new lighting, 
the addition of carpeting and slate 
flooring in the entry foyer. Additionally, 


Association (From page 51) 


new iron gates were installed, and the 
whole complemented with boxes for 
shrubs. 

The facelift appeared to be a 
practical way to retain some of the scale 
and detail of "days gone by," as an 
interesting contrast to the mass and 
newness of the neighboring F & M 
Plaza and Tower. 
proper was revamped in a "soft" con- 


Investor's space 


Silicone Sealants 


e Outstanding Weatherability 

* Proven Job Performance 

* Uniform Quality For 
Glazing • Bonding 


1200 | 


| 
| 
| 


DIVISION OF 


Richmond 
Newport News 
Norfolk 
Greensboro 


SILICONE 
Í | CONSTRUCTION “(TV 
SEALANTS ze 


Ііпемапвег [5 РРЖ 


NATIONAL 


Give You More 


* Dynamic Movement 


Capability 
е Ease of Application 
e Long Life Reliability 
* Weatherproofing 


GYPSUM COMPANY 


804-359-3201 
804-244-4979 
804-857-0601 
919-292-2930 


ISTRIBUTOR 


ELECTRIC 
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temporary or "eclectic" style. The West 
Broad Street branch is contemporary, 
and perhaps by the next issue, we shall 
be able to photograph and report on the 
rustic Charlottesville branch, which at 
this writing is under construction. 

Heindl-Evans, Inc. of Richmond was 
general contractor for the Main Office 
at 8001 West Broad Street in Henrico 
County. 


Subcontractors & Suppliers 
MAIN OFFICE 
(All Richmond firms) 
Tidewater Materials Corp., concrete; 
P.E. Eubank & Co., excavating & grad- 
ing; E.G. Bowles Co., base & pave; 
White Line Co., line painting; Orkin 
Exterminating Co., Inc., soil poisoning; 
Davenport Insulation, Inc., sound in- 
sulation; and, Economy Cast Stone Co., 


stone coping. 

Also, Southern Brick, 
Welding Service Co., miscellaneous «с 
structural steel; A.E. Tate Lumber Co., 
Inc., lumber; Trus Joist Corp.. trus 
joist; H. Beckstoffer's Sons, Inc., mill- 
work & doors; Econo-Roof, roof, flash 
& metal facade; The C 
metal doors & frames; 


masonry; 


aco Corp., hollow 
Chappell & 


Son, Inc., caulking; and, Walker & 
Laberge Co., Inc., aluminum glass & 
glazing. 

And, Frick, Vass & Street, Ine.. 
painting & wall covering; Consolidated 
lile Co., resilient floor & acoustical 
ceiling; Cates Building Specialties, fire 
extinguishers; Pleasants Hardware, 
toilet accessories & hardware; Goldberg 
Co., Inc., kitchenette; Colonial Trane 
Air Conditioning Co.. HVAC; Central 
Electrical Service Corp., electrical; and 
Laird's Nurseries, Inc., landscaping. 


Subcontractors & Suppliers 
BRANCH OFFICE 
(All Richmond firms) 

Laird's Nurseries, Inc.. landscaping 
contractor; F. Richard Wilton, Jr., Inc., 
carpentry & gypsum board contractor; 
T M S Builders Supply. millwork: 
Allied Glass Corp., glazing contractor; 
Galaxy Decorating, Inc. painting 
contractor & wall covering; Reames & 
Moyer. Inc.. plumbing/heating con- 
Central Electrical Service 
Corp.. electrical contractor; and, 
Custom Fixture & Furniture Co., Inc.. 
teller line & fixtures. 


tractor; 
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Virginia Architects 
Do It Better 


(From page 7) 

could have been lost by the state. This 
represents work given only by State 
Agencies to out-of-state firms — think 
what the figure must be for local 
government and private industry in the 
state-at-large. We һауе not even 
considered the possible loss to local 
economies since this income was earned 
by out-of-state firms and 
elsewhere. 


spent 


The question now arises as to why 
markets of Virginia's design professions 
are under attack — and vulnerable — 
by out-of-state competition. Does it 
have to do with the size of the average 
Virginia architectural/engineering 
firm? Size should not be a criterion for 
selection. A large A/E firm probably 
will have only a small portion of its staff 
working on any particular project. A 
smaller Virginia firm may have just the 
right size staff to devote their full time 
and best talent to one of the projects 
given to out-of-state firms, most likely 
giving, at the least, equal service. 
design, etc. Virginia's firms vary from 
one man offices to organizations of over 
200 people. certainly enough range to 
cover any project. Does it have to do 
with the methods we use in marketing 
our services? Perhaps we need to 
reconsider how we present ourselves. 
Certainly, Virginia design firms have 
successfully, and with distinction, 
completed projects varying from the 
simple to the most complicated. We are 
fortunate in Virginia to have design 
firms with the ability to handle almost 
any type and size project. There may be 
instances when the size and complexity 
of a given project require the specific 
and/or peculiar expertise of a given 
design firm located out-of-state, but 
this situation should occur infrequently, 
if at all, not for half of the projects 
constructed in Virginia. 

What can Virginia s design firms do? 
We must re-examine our marketing 
methods, How can we show state and 
local agencies as well as the private 
sector that we do have the talent to 
handle any and all projects? We must 
consider joining with other design firms 
in association or joint venture to get the 
commissions for the larger projects. We 


to tell the Virginia Storv 


should stress to state and local agencies 
the advantages of using a local firm 
with consultation from, or in 
association with, the out-of-state firm 
on those infrequent projects where the 
particular experience of the out-of-state 
firm is felt to be necessary. 

As evidenced by the figures indicating 
the amount of work going to out-of- 


busy. We may well have to learn how to 
work more efficiently. We will have to 
find new business in new types of work 
ranging from energy consulting to 
property development work. We 
certainly can strive to secure more and 
more of the available work in Virginia. 
We have only to broaden our ideas 
about what we can and will do and to be 


state design firms, work is available for 
Virginia firms, enough work to keep us 


sure that these ideas reach the potential 


market, 


SERVING 
THE EASTERN 


UNITED STATES 


Мортл.Ав HOMES AND APARTMENTS 


PANELIzEp Homes — REAL ESTATE 


Phone (703) 632-7101 
MARTINSVILLE, VIRGINIA 24112 


| P. O. Box 5511 


DEUELL DECORATING COMPANY 


Painting Contractors 


Commercial—Industrial 
143 Parkersville Rd. 


Phone 595-0991 


NEWPORT NE VIRGINIA 
p ET 


VALLEY BLOX, INC. 


Manufacturers of Souire Нісн Pressure Concrete Masonry Units 


PRECAST CONCRETE MANHOLES & DROP INLETS 


Concrete Propucts 
LUMBER — MILLWORK — BUILDING SUPPLIES 


Phone 434-6725 Harrisonburg, Va. 22801 


as 
H. T. BOWLING 
Contractor 
St. Reg. #9500 
Commercial Industrial 
GRADING-LANDSCAPING-STORM DRAINS 
Phone 703-639-9621 
Route #2 Radford, Va. 24141 
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J. E. Evans & Son Construction Co. 
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* PUMPING RATES AND VELOCITY... 
STRUCTURALLY FOR DURABILITY, STABILITY 
AND SMOOTH OPERATION... 
SIZES FROM 2 HP TO 100 HP ARE SETTING NEW STANDARDS 
FOR QUALITY AND PERFORMANCE. 
CLEAN UP WITH SYDNOR AS MANY INDUSTRIAL PLANTS 


AND MUNICIPALITIES ARE NOW DOING ! 
WRITE OR CALL 


SVDINOR 


HYDRODYNAMICS . . INC. 


QUALITY PRODUCTS AND SERVICES SINCE 1889 


P.O. Box 27186 Richmond, Va. 23261 
804 - 643-2725 
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Weddle 


Plumbing & Heating 
Mechanical Contractors 
хі. Reg. #1172 
Phone (703) 343-4473 


1129 Shenandoah Ave.. N.W. 
Roanoke, Va. 24004 
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ARCHITECTURAL WOODWORK INSTITUTE 


VIRGINIA CHAPTER 


A non-profit organization representing the special woodwork manufacturers of Virginia 
to continuing research into new and better materials and methods 


Specification writers in the design and use of architectural woodwork 


OF Exce, 
go € 


ARANrEE Of 


H. BECKSTOFFER'S SONS 
1209 North 281 Street 
Richmond, Virginia 23223 
804-644-408) 


BUILDERS SUPPLY CO. OF PETERSBURG, INC. 
222 North Market Street 

Petersburg, Virginio 23803 

804 7337822 


BURTON LUMBER CORPORATION 
835 Wilson Road. South Norfolk 
Chesapeake, Virginia 23506 

804 545-4613 


CAMPOSTELLA BLDRS. & SUPPLY СОВР. 
1109 Poppleton Street 

Norfolk. Virginia 23523 

804.— 545.3212 


ELLIOT & COMPANY, INC. 
318 West 215! Street 
Norfolk. Virginio 23517 


MEMBERS 


HERNDON LUMBER & MILLWORK CO. 


Box 333 
Herndon, Virginia 22070 
703 — 471-4144 


MILLER MANUFACTURING CO., INC. 
Р.О. Вох 1356 

Richmond. V 
804 — 232 


ginio 22211 
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PREMIER MILLWORK CORP. 
559 Birdneck Road 

Virginia Beach Virginia 23451 
804 — 428-7471 


RUFFIN & PAYNE, INC. 
Р.О Box 27286 
Richmond, Virginia 23261 
804 — 329-2691 


FREDERICK SCHILL & СО, 
206 Main Street 
Ronceverte, Wes! Virginia 24970 


devoted to the elevation of industry standards 
. and to the publication of technical data helpful to architects and 


ARCHITECTURAL REPRESENTATIVE 
CHARLES E. CRESWELL, JR. 


Box 225 
Colonial Heights. Vo 23834 
804-526-4459 


R. А. SIEWERS, INC, 
Box 6237 

Richmond, Virginia 23230 
804 3582102 


т.М.5. MILLWORK CORP. 
3721 Goodell Rood 
Richmond. Virginio 23223 
804 643-5073 


TAYLOR BROS., INC. 
1501 Rutherford Street 
Lynchburg, Virginia 24501 
804 — 845.8006 


WATERFRONT LUMBER CO., INC. 
РО Вох 292 
Newport News, Virginia 23607 
804 — 245-0091 


WEAVER BROTHERS, INC. 
P.O. Box 806 
Newport News. Virginia 23607 


804 — 625-7231 304 — 647-5913 804 — 244-841 
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"CO Fabricators and Erectors of 


Storage Tanks for Water, Oil and Chemicals 
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Work Performed to API, AWWA, NBFU, and ASME Specifications 


RECO CONSTRUCTORS, INCORPORATED 
Post Office Bos 25189. Richmond. Virginia 23260 


Velephone 801-611-2611 Seventh & Hospital sts. 


DAVENPORT 


Insulation, Incorporated 


HOMEOWNERS . . . . . . BUILDERS 


INSULATE & SAVE UP TO HALF ON HEATING & COOLING! 


“There Is No Substitute For Experience” 


CALL THE FULL SERVICE 


INSULATION CONTRACTOR 


SPECIALISTS IN 


e [sess] SONFPUEE 


OFFICES IN: SPRINGFIELD - WINCHESTER 
soul 
S RUNO CUNIROU CHARLOTTESVILLE - NEWPORT NEWS - NORFOLK 
° FIRE RESISTANCE & RICHMOND 
WN BATT 
* BLOWN BATTS e CELLIN CELLULOSE 8420 Terminal Rd. - P. O. Box 706 
Springfield, Va. 


MEMBER NATIONAL ASSOCIATION OF HOME BUILDERS 


Outside Inside. 


Genuine 

Buckingham Slate 

is the natural 

balance between 
architecture and nature 
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VCU Girls' Dormitory Va. Commonwealth University 
Architect: Lee, King & Poole 


Interior imagination! Add nature's 
own warmth with the rich, natural 
texture of Buckingham Slate. Result 
smart contemporary design endowed 
with timeless dignity and enduring 
traditional values. Pleasing, comfort- 
able beauty! 

Flair, too. The floating airiness of 
stairs in slate is just one challenging 
design-in-slate idea! 

Write or call for information or see 
our catalogs in Sweet's Architectural 
File or B.S.I. Catalog. 


BB Buckingham Slate? 


Buckingham-Virginia Slate Corporation 
4110 Fitzhugh Avenue, Richmond, Virginia 23230 
Telephone: 804/355-4351 


(Above and right) Woody's Funeral Home, Parham Chapel, Richmond, Va. 
Architect: Ballou and Justice · Photos: Garber-Huffman 


